rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For - Request MA97-4 


Philip Mortis USA 
Confidential 


Report Date.: 

Request.: 

Submitter. . . : 
Request Type: 

Activity.... : 


11/20/97 3:29 PM 

MA97-4 

E.Chambers/J.Garman 
inh 

T00107 


Reported By 
Submitted.. 
Received. , . 
Completed.. 
Approved By 


CHAMBERS,LIZ 
10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

if 

Grp 

Ru Pt 

Data Value 

Rej Apr 

Instr 

Report Date 

ML6M 

E-CTBWT 

1 



0.6521 

- 

310 

11/03/97 

7:11 AM 

ML6M 

E-CTBWT 

2 



0.6530 

- 

310 

11/03/97 

8:11 AM 

ML6M 

E-CTBWT 

3 



0.6550 

- 

310 

11/03/97 

9:11 AM 

ML6M 

E-CTBWT 

4 



0.6557 

“ 

310 

11/03/97 

9:11 AM 




Average : 

0.6539 








Std 

Dev : 

0.0017 





ML6M 

E-CWT 

1 



0.9169 

- 

310 

11/03/97 

7:11 AM 

ML6M 

E-CWT 

2 



0.9174 

- 

310 

11/03/97 

8;11 AM 

ML6M 

E-CWT 

3 



0.9221 

- 

310 

JL1/03/97 

9:11 AM 

ML6M 

E-CWT 

4 



0.9211 

" 

310 

11/03/97 

9:11 AM 




Average : 

0.9194 








Std 

Dev : 

0.0026 





ML6M 

E-P+PWT 

1 



0.2648 


310 

11/03/97 

7:11 AM 

ML6M 

E-P+PWT 

2 



0.2645 

- 

310 

11/03/97 

8:11 AM 

ML6M 

E-P+PWT 

3 



0.2671 

- 

310 

11/03/97 

9:11 AM 

ML6M 

E-P+PWT 

4 



0.2654 

- 

310 

11/03/97 

9:11 AM 




Average : 

0.2654 








Std 

Dev : 

0.0011 





ML6M 

FTC-BUTT 

1 



34.0000 

- 

PC398 

11/13/97 

4:11 PM 




Average : 

34.0000 








Std 

Dev : 

0.0000 





ML6M 

MA-CO 

1 

6632 

1 4 

21.1200 

- 

58 

11/Q3/97 

2:11 PM 

ML6M 

MA-C0 

2 

6632 

1 10 

21.1500 

- 

58 

..11/05/97 

2:11 PM 

ML6M 

MA-CO 

3 

6632 

1 15 

21.1300 

- 

50 

11/05/97 

2:11 PM 

ML6M 

MA-CO 

4 

6632 

1 20 

21.6900 

- 

58 

11/05/97 

2:11 PM 

ML6M 

MA-CO 

5 

6632 

2 4 

21.6500 

- 

58 

11/05/97 

2:11 PM 

ML6M 

MA-CO 

6 

6632 

2 10 

21.0000 

- 

58 

11/05/97 

2:11 PM 

ML6M 

MA-CO 

7 

6632 

2 15 

21.2600 

- 

58 

11/05/97 

2:11 PM 

ML6M 

MA-CO 

8 

6632 

2 20 

21.2600 

- 

58 

-11/05/97. 

.2:11 PM 

ML6M 

MA-CO 

9 

6632 

3 4 

21.2500 

- 

58 

11/05/97 

2:11 PM 

ML6M 

MA-CO 

10 

6632 

3 10 

22.3400 

- 

58 

11/05/97 

2:11 PM 

ML6M 

MA-CO 

11 

6632 

3 15 

21.8200 

- 

58 

11/05/97 

3:11 PM 

ML6M 

MA-CO 

12 

6632 

3 20 

23.0900 

- 

58 

11/05/97 

3:11 PM 

ML6M 

MA-CO 

13 

6632 

4 4 

0 . oooo 

r 

58 

.11/06/97 

2:11 PM 

ML6M 

MA-CO 

14 

6632 

4 10 

0.0000 

r 

58 

11/06/97 

2:11 PM 

ML6M 

MA-CO 

15 

6632 

4 15 

0.0000 

r 

58 

11/06/97 

2:11 PM 

ML6M 

MA-CO 

16 

6632 

4 20 

0.0000 

r 

58 

.11/06/97 

2:11 PM 

ML6M 

MA-CO 

17 

6632 

5 4 

20.7700 

- 

58 

11/06/97 

2:11 PM 

ML6M 

MA-CO 

18 

6632 

5 10 

20.3000 

- 

58 

11/06/97 

2:11 PM 

ML6M 

MA-CO 

19 

6632 

5 15 

21.1500 

- 

58 

11/06/97 

2:11 PM 

ML6M 

MA-CO 

20 

6632 

5 20 

21.3600 

- 

58 

11/06/97 

2:11 PM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter...: E.Chambers/J.Garman Received...: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity....: TO0107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample Test # Grp Ru Pt Data Value Rej Apr Instr Report Date 





Average : 

21.3956 








Std Dev : 

0.6410 





ML6M 

MA-EVENT 

1 


24.0000 

- 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

2 


20.0000 


348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

3 


24.0000 

" 

348 

Xl/03/97 

7 c11 AM 

ML6M 

MA-EVENT 

4 


22.0000 

" 

348 

"11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

5 


24.0000 

- 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

6 


25.0000 


348 

11/Q3/97 

7:11 AM 

ML6M 

MA-EVENT 

7 


22.0000 

- 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

8 


25.0000 

- 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

9 


24.0000 

- 

343 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

10 


18.0000 

- 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

11 


28.0000 

- 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

12 


24.0000 


348 

JJL/0 3/97 

7:11 AM 

ML6M 

MA-EVENT 

13 


24.0000 


348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

14 


21.0000 

- 

348 

_T 1/0 3/97 

7:11 AM 

ML6M 

MA-EVENT 

15 


18.0000 - 

“ 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

16 


25.0000 


348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

17 


19.0000 

- 

348 

.11/03/97 

7 :11 AM 

ML6M 

MA-EVENT 

18 


21.0000 


348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

19 


29.0000 


348 

Tl/03/97 

7:11 AM 

ML6M 

MA-EVENT 

20 


20.0000 


348 

..11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

21 


22.0000 

" 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

22 


24.0000 


348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

23 


22.0000 

- 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

24 


20.0000 

- 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

25 


24.0000 

- 

348 

11/03/97 

7:11 AM 

ML6M 

MA-EVENT 

26 


32.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

27 


27.0000 


348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

28 


18.0000 

- 

348 

11/03/97 

8:11 AM 

ml6m 

MA-EVENT 

29 


24.0000 


348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

30 


20.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

31 


21.0000 

“ 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

32 


28.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

33 


23.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

34 


24.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

35 


20.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

36 


21.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

37 


25.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

38 


29.0000 


348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

39 


23.0000 


348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

40 


27.0000 

- 

- 348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

41 


24.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

42 


25.000Q 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

43 


34.0000 


348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

44 


25.000Q 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

45 


28.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

46 


24.0000 

- 

348 

11/03/97 

8:11 AM 

ML6M 

MA-EVENT 

47 


19.0000 

“ 

348 

11/03/97 

8:11 AM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter,..: E.chambers/J,Garman Received...: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity....: TQ0107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp Ru Pt Data value 

Rej Apr 

Instr 

Report Date 


ML6M 

MA-EVENT 

48 

25.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6M 

MA-EVENT 

49 

17.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6M 

MA-EVENT 

50 

29.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6M 

MA-EVENT 

51 

22.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

52 

24.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

53 

22.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

54 

22,0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

55 

21.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

56 

25.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

57 

22.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

58 

24.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

59 

24.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

60 

21.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

61 

21.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

62 

29.0000 

- 

348 

'11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

63 

17.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

64 

24.0000 

- 

348 

11/03/97 

9 :11 

AM 

ML6M 

MA-EVENT 

65 

29.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

66 

31.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

67 

34.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

68 

25.0000 

- 

348 

11/03/97 

9 : 11 

AM 

ML6M 

MA-EVENT 

69 

25.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

70 

29.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

71 

29.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

72 

26.0000 

- 

348 

11/03/97 

9 :11 

AM 

ML6M 

MA-EVENT 

73 

24.0000 

- 

348 

11/03/97 

9 :11 

AM 

ML6M 

MA-EVENT 

74 

16.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

75 

24.0000 

- 

348 

11/03/97 

9:11 

AM 

ML6M 

MA-EVENT 

76 

21.0000 

- 

348 

11/03/97 

10 :11 

AM 

ML6M 

MA-EVENT 

77 

25.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

78 

23.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

79 

18.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

80 

21.0000 

- 

348 

'11/03/97 

10 : 11 

AM 

ML6M 

MA-EVENT 

81 

27.0000 

- 

34 8 

' 11/03/97 

10 :11 

AM 

ML6M 

MA-EVENT 

82 

20.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

83 

20.0000 

- 

348 

11/03/97 

10 : 11 

AM 

ML6M 

MA-EVENT 

84 

22.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

85 

24.0000 

- 

348 

“11/03/97 

10 : 11 

AM 

ML6M 

MA-EVENT 

86 

22.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

87 

25.0000 

- 

348 

11/03/97 

10 :11 

AM 

ML6M 

MA-EVENT 

88 

24.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

89 

25.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

90 

28.0000 

- 

348 

11/Q3/97 

10:11 

AM 

ML6M 

MA-EVENT 

91 

16.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

92 

20.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

93 

19.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

94 

25.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

95 

24.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

96 

19.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

97 

19.0000 

- 

348 

11/03/97 

10:11 

AM 

2 -Code: P0622 




Page 

3 of 

29 



PM 3000396966 


Source: https://www.industrydocuments.ucsf.edu/docs/lpdl0001 









rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-4 


Philip Morris USA 
Confidential 


Report Date.: 11/20/97 3:29 PM 

Request.: MA97-4 

Submitter...: E.Chambers/J.Garman 
Request Type; inh 
Activity....: T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 
10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

it 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML6M 

MA-EVENT 

98 




24.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

99 




19.0000 

“ 

348 

11/03/97 

10:11 

AM 

ML6M 

MA-EVENT 

100 




23.0000 

■ 

348 

11/03/97 

10:11 

AM 




Average : 

23.5200 









Std 

Dev : 

3.6886 






ML6M 

MA-H20 

1 

6632 

1 

4 

8.9729 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-H20 

2 

6632 

1 

10 

9.4410 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-H20 

3 

6632 

1 

15 

9.5939 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-H20 

4 

6632 

1 

20 

8.0718 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-H20 

5 

6632 

2 

4 

8.9286 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-H20 

6 

6632 

2 

10 

8.3562 

- 

GC361 

11/06/97 

9:11 

AM 

ML 6 M 

MA-H20 

7 

6632 

2 

15 

9.6811 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-H20 

8 

6632 

2 

20 

7.8967 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-H20 

9 

6632 

3 

4 

8.3033 

- 

GC361 

11/06/97 

9:11 

AM 

MLGM 

MA-H20 

10 

6632 

3 

10 

10.9788 

- 

GC361 

11/06/97 

9 : 11 

AM 

ML6M 

MA-H20 

11 

6632 

3 

15 

9.5925 

- 

GC361 

11/06/97 

9 : 11 

AM 

MLGM 

MA-H20 

12 

6632 

3 

20 

12.1022 

- 

GC3 61 

11/06/97 

9 : 11 

AM 

MLGM 

MA-H20 

13 

6632 

4 

4 

7.9309 

- 

GC361 

.11/07/97 

9:11 

AM 

MLGM 

MA-H20 

14 

6632 

4 

10 

10.1550 

- 

GC361 

11/07/97 

9:11 

AM 

ML6M 

MA-H20 

15 

6632 

4 

15 

8.6127 


GC3 61 

11/07/97 

9:11 

AM 

ML6M 

MA-H20 

16 

6632 

4 

20 

9.0716 

- 

GC361 

11/07/97 

9:11 

AM 

MLGM 

MA-H20 

17 

6632 

5 

4 

9.1522 

“ 

GC361 

11/07/97 

9:11 

AM 

ML6M 

MA-H20 

18 

6632 

5 

10 

9.3954 

- 

GC361 

11/07/97 

9:11 

AM 

ML6M 

MA-H20 

19 

6632 

5 

15 

9.7353 

- 

GC361 

11/07/97 

9 :11 

AM 

ML6M 

MA-H20 

20 

6632 

5 

20 

9.4550 


GC361 

11/07/97 

9:11 

AM 




Average : 

9.2714 









Std 

Dev : 

1.0253 






MLGM 

MA-NIC 

1 

6632 

1 

4 

1.5504 

- 

GC361 

11/06/97 

9:11 

AM 

MLGM 

MA-NIC 

2 

6632 

1 

10 

1.6122 


GC361 

11/06/97 

9:11 

AM 

MLGM 

MA-NIC 

3 

6632 

1 

15 

1.5348 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-NIC 

4 

6632 

1 

20 

1.4402 

- 

GC361 

11/06/97 

9:11 

AJd 

ML6M 

MA-NIC 

5 

6632 

2 

4 

1.6029 

“ 

GC361- 

11/06/97 

9:11 

AM 

MLGM 

MA-NIC 

6 

6632 

2 

10 

1.5641 

“ 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-NIC 

7 

6632 

2 

15 

1.5462 


GC361 

11/Q6/97 

9:11 

AM 

MLGM 

MA-NIC 

8 

6632 

2 

20 

1.4684 


GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-NIC 

9 

6632 

3 

4 

1.4181 

- 

GC361 

11/06/97 

9:11 

AM 

MLGM 

MA-NIC 

10 

6632 

3 

10 

1.7247 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-NIC 

11 

6632 

3 

15 

1.5775 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-NIC 

12 

6632 

3 

20 

1.6922 

- 

GC361 

11/06/97 

9:11 

AM 

ML6M 

MA-NIC 

13 

6632 

4 

4 

1.6631 

- 

GC361 

11/07/97 

9:11 

AM 

ML6M 

MA-NIC 

14 

6632 

4 

10 

1.6522 


GC361 

11/07/97 

9:11 

AM 

MLGM 

MA-NIC 

15 

6632 

4 

15 

1.4230 

- 

GC361 

11/07/97 

9:11 

AM 

ML6M 

MA-NIC 

16 

6632 

4 

20 

1.6274 

- 

GC361 

11/07/97 

9 :11 

AM 

MLGM 

MA-NIC 

17 

6632 

5 

4 

1.6204 

- 

GC361 

11/07/97 

9 : 11 

AM 

ML6M 

MA-NIC 

18 

6632 

5 

10 

1.7389 

- 

GC361 

11/07/97 

9 : 11 

AM 

ML6M 

MA-NIC 

19 

6632 

5 

15 

1.5720 


GC361 

11/07/97 

9:11 

AM 

:-Code: P0622 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-4 Submitted. . : 10/30/97 

Submitter...: E.Chambers/J.Garman Received,.,: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML6M 

MA-NIC 

20 

6632 

5 

20 

1.6426 

- 

GC361 

11/07/97 

9:11 

AM 




Average : 

1.5836 









Std 

Dev : 

0.0938 






ML 6M 

MA-NIC-FLR 

1 




11.4100 

- 

398 

11/20/97 

1:11 

PM 

ML6m 

MA-N1C-FLR 

2 




11.5800 

- 

398 

11/20/97 

1:11 

PM 

ML6M 

MA-NIC-FLR 

3 




11.4600 

” 

398 

11/20/97 

1:11 

PM 




Average : 

11.4833 









Std 

Dev : 

0.0874 






ML6M 

MA-PH 

1 




5.4650 

- 

58 

11/11/97 

12:11 

PM 

ML6M 

MA-PH 

2 




5.3820 

“ 

58 

11/11/97 

12:11 

PM 

ML6M 

MA-PH 

3 




5.4220 

- 

58 

11/11/97 

12:11 

PM 




Average : 

5.4230 









Std 

Dev : 

0.0415 






ML6M 

MA-PUFF 

1 

6632 

1 

4 

10.5600 

- 

58 

11/05/97 

10 : 11 

AM 

ML6M 

MA-PUFF 

2 

6632 

1 

10 

10.2800 

- 

58 

11/05/97 

10:11 

AM 

ML6M 

MA-PUFF 

3 

6632 

1 

IS 

10.1000 

. - 

58 

11/05/97 

10:11 

AM 

ML6M 

MA-PUFF 

4 

6632 

1 

20 

10.0400 

- 

58 

11/05/97 

10 : 11 

AM 

ML6M 

MA-PUFF 

S 

6632 

2 

4 

11.2200 

- 

58 

11/05/97 

11: 11 

AM 

ML6M 

MA-PUFF 

6 

6532 

2 

10 

10.9000 


58 

11/05/97 

11:11 

AM 

ML6M 

MA-PUFF 

7 

6632 

2 

15 

10.6000 

- 

58 

11/05/97 

11:11 

AM 

ML6M 

MA-PUFF 

8 

6632 

2 

20 

9.8400 

" 

58 

11/05/97 

11:11 

AM 

ML6M 

MA-PUFF 

9 

6632 

3 

4 

10.7800 


58 

11/05/97 

1:11 

PM 

ML6M 

MA-PUFF 

10 

6632 

3 

10 

10.5000 

- 

58 

11/05/97 

1:11 

PM 

ML6M 

MA-PUFF 

11 

6632 

3 

15 

9.9000 

- 

58 

11/05/97 

1:11 

PM 

ML6M 

MA-PUFF 

12 

6632 

3 

20 

10.7200 

- 

58 

11/05/97 

1:11 

PM 

ML6M 

MA-PUFF 

13 

6632 

4 

4 

11.0600 


58 

11/06/97 

2:11 

PM 

ML6M 

MA-PUFF 

14 

6632 

4 

10 

10.3400 

- 

58 

11/06/97 

2:11 

PM 

ML6M 

MA-PUFF 

15 

6632 

4 

15 

9.9600 

- 

58 

11/06/97 

2:11 

PM 

ML6M 

MA-PUFF 

16 

6632 

4 

20 

9.9600 

- 

58 

11/06/97 

2 :11 

PM 

ML 6 M 

MA-PUFF 

17 

6632 

5 

4 

10.4400 

- 

58 

11/06/97 

2:11 

PM 

ML6M 

MA-PUFF 

18 

6632 

5 

10 

10.6200 

- 

53 

11/06/97 

2:11 

PM 

ML6M 

MA-PUFF 

19 

6632 

5 

15 

IQ.0600 

- 

58 

11/06/97 

2:11 

PM 

ML6M 

MA-PUFF 

20 

6632 

5 

20 

10,2200 

- 

58 

11/06/97 

2:11 

PM 




Average : 

10.4050 









Std 

Dev : 

0.4017 






ML6M 

MA-TPM 

1 

6632 

1 

4 

32.6810 

- 

58 

11/05/97 

10:11 

AM 

ML6M 

MA-TPM 

2 

6632 

1 

10 

33.7010 

“ 

58 

11/05/97 

10:11 

AM 

ML6M 

MA-TPM 

3 

6632 

1 

15 

33.9200 


58 

11/05/97 

10:11 

AM 

ML6M 

MA-TPM 

4 

6632 

1 

20 

31.1800 

- 

58 

11/05/97 

10:11 

AM 

ML6M 

MA-TPM 

5 

6632 

2 

4 

33.6B00 

- 

58 

11/05/97 

11:11 

AM 

ML6M 

MA-TPM 

6 

6632 

2 

10 

32.6600 

- 

58 

11/05/97 

11:11 

AM 

ML 6 m 

MA-TPM 

7 

6632 

2 

IS 

34.1200 


58 

11/05/97 

11:11 

AM 

:-Code: P0622 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-4 


Philip Morris USA 
Conf idential 


Report Date.: 

Request.; 

Submitter...: 
Request Type: 
Activity. 


11/20/97 3:29 PM 

MA97-4 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted. , ; 
Received...: 
Completed..: 
Approved By: 


CHAMBERS,LIZ 
10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE *+** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML6M 

MA-TPM 

8 

6632 

2 

20 

30.9800 

- 

58 

11/05/97 

11:11 

AM 

ML6M 

MA-TPM 

9 

6632 

3 

4 

31.3600 

- 

58 

11/05/97 

1:11 

PM 

ML6M 

MA-TPM 

10 

6632 

3 

10 

36.1000 

“ 

58 

11/05/97 

1:11 

PM 

ML6M 

MA-TPM 

11 

6632 

3 

15 

34.3200 

- 

58 

11/05/97 

1:11 

PM 

ML6M 

MA-TPM 

12 

6632 

3 

20 

38.6800 

- 

58 

11/05/97 

1: 11 

PM 

ML6M 

MA-TPM 

13 

6632 

4 

4 

31.0600 

- 

58 

11/06/97 

2:11 

PM 

ML6M 

MA-TPM 

14 

6632 

4 

10 

33.8200 

- 

58 

11/06/97 

2:11 

PM 

ML6M 

MA-TPM 

15 

6632 

4 

15 

32.5200 

. " 

58 

11/06/97 

2 :11 

PM 

ML6M 

MA-TPM 

16 

6632 

4 

20 

32.3800 

- 

58 

11/06/97 

2:11 

PM 

ML6M 

MA-TPM 

17 

6632 

5 

4 

32.9400 

“ 

58 

11/06/97 

2: 11 

PM 

ML6M 

MA-TPM 

18 

6632 

5 

10 

33.0400 

- 

58 

11/06/97 

2:11 

PM 

ML6M 

MA-TPM 

19 

6632 

5 

15 

33.4200 

- 

58 

11/06/97 

2 :11 

PM 

ML6M 

MA-TPM 

20 

6632 

5 

20 

33.6000 


58 

11/06/97 

2:11 

PM 




Average : 

33.3081 









Std 

Dev : 

1.7868 






ML6M 

TIP-LENGTH 

1 




31.1000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

2 




31.0000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

3 




31.2000 

** 

PC398 

11/04/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

4 




31.0000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

5 




31.1000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

6 




31,0000 


PC398 

11/04/97 

3 :11 

PM 

ML6M 

TIP-LENGTH 

7 




31.3000 

- 

PC398 

11/04/97 

3 :11 

PM 

ML6M 

TIP-LENGTH 

8 




30.9000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

9 




30.9000 

- 

PC398 

11/04/97 

3 :11 

PM 

ML6M 

TIP-LENGTH 

10 




31.1000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

11 




30.8000 

- 

PC398 

11/04/97 

3 :11 

PM 

ML6M 

TIP-LENGTH 

12 




30.9000 


PC398 

11/04/97 

3 :11 

PM 

ML 6 M 

TIP-LENGTH 

13 




31.0000 

- 

PC3 98 

11/Q4/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

14 




31.2000 

- 

PC398 

11/04/97 

3 :11 

PM 

ML6M 

TIP-LENGTH 

15 




30.5000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

16 




31.2000 

- 

PC3 9 8 

11/04/97 

3:11 

PM 

ML6M 

TIP-LENGTH 

17 




31.0000 

- 

PC398 

11/04/97 

3:11 

PM 

ML 6M 

TIP-LENGTH 

18 




31.2000 

- 

PC39 8 

11/04/97 

3 : 11 

PM 

ML6M 

TIP-LENGTH 

19 




30.8000 

- 

PC398 

11/04/97 

3:11 

PM 

ML 6 m 

TIP-LENGTH 

20 




31.0000 

- 

PC3 98 

11/04/97 

3 : 11 

PM 




Average : 

31.0100 









Std 

Dev : 

0.1832 






ML6M 

MA-TAR 

1 

6632 

1 

20 

21.6680 

- 

n/a 

11/05/97 

10:11 

AM 

ML6M 

MA-TAR 

2 

6632 

2 

4 

23.1485 

- 

n/a 

11/05/97 

11:11 

AM 

ML6M 

MA-TAR 

3 

6632 

2 

15 

22.8927 

- 

n/a 

11/05/97 

11:11 

AM 

ML6M 

MA-TAR 

4 

6632 

2 

20 

21.6149 

“ 

n/a 

11/05/97 

11:11 

AM 

ML6M 

MA-TAR 

5 

6632 

5 

15 

22.1127 


n/a 

11/06/97 

2:11 

PM 

ML6M 

MA-TAR 

6 

6632 

5 

20 

22.5024 


n/a 

11/06/97 

2:11 

PM 

ML6M 

MA-TAR 

7 

6632 

1 

10 

22.6478 

- 

n/a 

11/05/97 

10:11 

AM 

ML6M 

MA-TAR 

8 

6632 

1 

15 

22.7913 

- 

n/a 

11/05/97 

10:11 

AM 

ML6M 

MA-TAR 

9 

6632 

1 

4 

22.1577 

- 

n/a 

11/05/97 

10:11 

AM 


Doc-Code: P0622 
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Source: https://www.industrydocuments.ucsf.edu/docs/lpdl0001 











rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported. By: CHAMBERS,E.IZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter...: E.Chambers/J.Garman Received...: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity..,.: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru Pt 

Data Value 

Rej Apr 

Instr Report Date 


ML6M 

MA-TAR 

10 

6632 

4 20 

21.6810 

- 

n/a 

11/06/97 

2:11 

PM 

ML6M 

MA-TAR 

11 

6632 

3 20 

24.8856 

- 

n/a 

11/05/97 

1:11 

PM 

ML6M 

MA-TAR 

12 

6632 

4 4 

21,4660 

- 

n/a 

11/06/97 

2:11 

PM 

ML6M 

MA-TAR 

13 

6632 

3 15 

23.1500 

- 

n/a 

11/05/97 

1:11 

PM 

ML6M 

MA-TAR 

14 

6632 

2 10 

22,7397 

- 

n/a 

11/05/97 

11:11 

AM 

ML6M 

MA-TAR 

15 

6632 

3 4 

21.6386 

- 

n/a 

11/05/97 

1:11 

PM 

ML6M 

MA-TAR 

16 

6632 

3 10 

23.3965 

- 

n/a 

11/05/97 

1:11 

PM 

ML6M 

MA-TAR 

17 

6632 

4 10 

22.0128 

- 

n/a 

11/06/97 

2:11 

PM 

ML6M 

MA-TAR 

18 

6632 

4 15 

22.4843 

- 

n/a 

11/06/97 

2:11 

PM 

ML6M 

MA-TAR 

19 

6632 

5 4 

22.1674 

- 

n/a 

11/06/97 

2:11 

PM 

ML6M 

MA-TAR 

20 

6632 

5 10 

21.9057 


n/a 

11/06/97 

2:11 

PM 




Average : 

22.4532 









std 

Dev : 

0.8124 






ML6P25 

E-CTBWT 

1 



0.6725 

- 

310 

11/03/97 

7:11 

AM 

ML6P25 

E-CTBWT 

2 



0.6748 

- 

310 

11/03/97 

8 : 11 

AM 

ML6P25 

E-CTBWT 

3 



0.6711 

- 

310 

11/03/97 

9:11 

AM 

ML 6 P 2 5 

E-CTBWT 

4 



0.6713 

" 

310 

11/03/97 

9:11 

AM 




Average : 

0.6724 









Std 

Dev : 

0.0017 






ML6P25 

E-CWT 

1 



0.9334 

- 

310 

11/03/97 

7:11 

AM 

ML6P25 

E-CWT 

2 



0.9354 

- 

310 

11/03/97 

8:11 

AM 

ML6P25 

E-CWT 

3 



0.9312 

- 

310 

11/03/97 

9:11 

AM 

ML6P25 

E-CWT 

4 



0.9338 

“ 

310 

11/03/97 

9:11 

AM 




Average : 

0.9334 









Std 

Dev : 

0.0017 






ML6P25 

E-P+PWT 

1 



0.2608 

- 

310 

11/03/97 

7:11 

AM 

ML6P25 

E-P+PWT 

2 



0.2606 

- 

310 

11/03/97 

8:11 

AM 

ML 6 P 2 5 

E-P+PWT 

3 



0.2601 

- 

310 

11/03/97 

9:11 

AM 

ML6P25 

E-P+PWT 

4 



0.2625 

- 

310 

11/08/97 

9 :11 

AM 




Average : 

0.2610 









std 

Dev : 

0.0011 






ML6P25 

FTC-BUTT 

1 



34.0000 

- 

PC398 11/13/97 

4:11 

PM 




Average : 

34.0000 









Std 

Dev : 

0.0000 






ML6P25 

MA-CO 

1 

6632 

1 3 

24.2700 

- 

58 

11/05/97 

2:11 

PM 

ML6P25 

MA-CO 

2 

6632 

1 9 

22.1100 

- 

58 

11/05/97 

2:11 

PM 

ML6P25 

MA-CO 

3 

6632 

1 13 

24 . 4400 

- 

58 

11/05/97 

2:11 

PM 

ML6 P 2 5 

MA-CO 

4 

6632 

1 19 

24 . 5600 

r 

58 

11/05/97 

2 :11 

PM 

ML6P25 

MA-CO 

5 

6632 

2 3 

23 . 2700 

- 

58 

11/05/97 

2 :11 

PM 

ML6P25 

MA-CO 

6 

6632 

2 9 

24.4100 

- 

58 

11/05/97 

2:11 

PM 

:-Code: P0622 
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29 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-4 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter.. . : 
Request Type: 
Activity....: 


11/20/97 3:29 PM 

MA97-4 

E.Chambers/J.Garraan 
inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 
10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML6P25 

MA-CO 

7 

6632 

2 

13 

23.4500 

- 

58 

11/05/97 

2:11 

PM 

ML6P25 

MA-CO 

8 

6632 

2 

19 

21.5900 

- 

58 

11/05/97 

2 :11 

PM 

ML6P25 

MA-CO 

9 

6632 

3 

3 

25.1300 

- 

58 

11/05/97 

2 :11 

PM 

ML6P25 

MA-CO 

10 

6632 

3 

9 

24.6500 

- 

58 

11/05/97 

2:11 

PM 

ML6P25 

MA-CO 

11 

6632 

3 

13 

24.2800 

- 

58 

11/05/97 

3 : 11 

PM 

ML6P25 

MA-CO 

12 

6632 

3 

19 

23.9000 

- 

58 

11/05/97 

3 :11 

PM 

ML6P25 

MA-CO 

13 

6632 

4 

3 

0.0000 

I* 

58 

11/06/97 

2 :11 

PM 

ML6P25 

MA-CO 

14 

6632 

4 

9 

0.0000 

r 

58 

11/06/97 

2:11 

PM 

ML 6 P 2 5 

MA-CO 

15 

6632 

4 

13 

0.0000 

r 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-CO 

16 

6632 

4 

19 

0.0000 

r 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-CO 

17 

6632 

5 

3 

23.2700 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-CO 

18 

6632 

5 

9 

23.4900 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-CO 

19 

6632 

5 

13 

22.7700 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-CO 

20 

6632 

5 

19 

21.6200 

“ 

58 

11/06/97 

2:11 

PM 




Average : 

23.5100 









Std 

Dev : 

1.0957 






ML6P25 

MA-EVENT 

1 




18.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

2 




18.0000 


348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

3 




25.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

4 




25.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

5 




25.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

6 




23.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

7 




30.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

8 




31.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

9 




21.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

10 




22.0000 

- 

348 

11/03/97 

8 :11 

AM 

ML6P25 

MA-EVENT 

11 




25.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

12 




34.0000 

“ 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

13 




27.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

14 




17.0000 

- 

34 B 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

15 




21.0000 

- 

348 

11/03/97 

8 :11 

AM 

ML6P25 

MA-EVENT 

16 




18.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

17 




26.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

18 




20.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

19 




20.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

20 




25,0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

21 




20.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

22 




17.0000 

" 

348 

11/03/97 

8 :11 

AM 

ML6P25 

MA-EVENT 

23 




25.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

24 




26.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

25 




22.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

26 




20.0000 

- 

348 

11/03/97 

8 :11 

AM 

ML6P25 

MA-EVENT 

27 




26.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

28 




25.0000 

- 

348 

11/03/97 

8 :11 

AM 

ML 6 P 2 5 

MA-EVENT 

29 




25.0000 

“ 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

30 




21.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

31 




26.0000 

- 

348 

11/03/97 

8:11 

AM 

ML6P25 

MA-EVENT 

32 




24.0000 


348 

11/03/97 

8:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-4 


Philip Morris USA 
Confidential 


Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS, LIZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter...: E.Chambers/J.Garman Received. ..: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity....: T0Q107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp Ru Pt Data Value 

Rej Apr 

Instr 

Report Date 

ML6P25 

MA-EVENT 

33 

19.0000 

- 

348 

11/03/97 

8:11 

ML 6 P 2 5 

MA-EVENT 

34 

15.0000 

“ 

348 

11/03/97 

3:11 

ML6P25 

MA-EVENT 

35 

17.0000 

- 

348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

36 

22.0000 

- 

348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

37 

31.0000 

- 

348 

11/03/97 

3:11 

ML6P25 

MA-EVENT 

38 

15.0000 

- 

348 

11/Q3/97 

8 :11 

ML6P25 

MA-EVENT 

39 

14.0000 

- 

348 

11/03/97 

8:11 

ML 6 P 2 5 

MA-EVENT 

40 

22.0000 

- 

348 

11/03/97 

8 : 11 

ML6P25 

MA-EVENT 

41 

17.0000 


348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

42 

26.0000 

" 

348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

43 

21.0000 

- 

348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

44 

19.0000 


348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

45 

19.0000 

“ 

348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

46 

19.0000 

- 

348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

47 

18.0000 


348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

48 

18.0000 

- 

348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

49 

21.0000 

- 

348 

11/03/97 

8:11 

ML6P25 

MA-EVENT 

50 

24.0000 

- 

348 

11/03/97 

8 :11 

ML6P25 

MA-EVENT 

51 

17.0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

52 

18.0000 

“ 

348 

11/03/97 

9 :11 

ML6P25 

MA-EVENT 

53 

27.0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

54 

20.0000 

“ 

348 

.11/03/97 

9:11 

ML6P25 

MA-EVENT 

55 

24,0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

56 

23.0000 

" 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

57 

24.0000 

- 

348 

11/03/97 

9 :11 

ML6P25 

MA-EVENT 

58 

20.0000 


348 

11/03/97 

9 :11 

ML6P25 

MA-EVENT 

59 

19.0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

60 

18.0000 


348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

61 

24.0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

62 

21.0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

63 

19.0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

64 

26.0000 

- 

348 

11/03/97 

9 : 11 

ML6P25 

MA-EVENT 

65 

18.0000 

- 

348 

11/03/97 

9 : 11 

ML6P25 

MA-EVENT 

66 

25.0000 

- 

348 

11/03/97 

9 :11 

ML 6 P 2 5 

MA-EVENT 

67 

21.0000 

- 

348 

11/03/97 

9:11 

ML6P2S 

MA-EVENT 

68 

25.0000 


348 

11/03/97 

9:11 

ML 6 P 2 5 

MA-EVENT 

69 

16.0000 

" 

348 

11/03/97 

9:11 

ML 6 P 2 5 

MA-EVENT 

70 

29.0000 


348 

11/03/97 

9 :11 

ML6P25 

MA-EVENT 

71 

23.0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

72 

27.0000 


348 

11/03/97 

9 :11 

ML6P25 

MA-EVENT 

73 

23.0000 


348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

74 

20.0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

75 

26.0000 

- 

348 

11/03/97 

9:11 

ML6P25 

MA-EVENT 

76 

23.0000 


348 

11/03/97 

10:11 

ML6P25 

MA-EVENT 

77 

24.0000 

- 

348 

11/03/97 

10:11 

ML6P25 

MA-EVENT 

78 

18.0000 

- 

348 

11/03/97 

10:11 

ML6P25 

MA-EVENT 

79 

25.0000 

- 

348 

11/03/97 

10:11 

ML6P25 

MA-EVENT 

80 

22.0000 

- 

348 

11/03/97 

10 :11 

ML6P25 

MA-EVENT 

81 

25.0000 

- 

348 

11/03/97 

10:11 

ML6P25 

MA-EVENT 

82 

22.0000 

- 

348 

11/03/97 

10 : 11 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS, LIZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter,..; E,Chambers/J,Garman Received...: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML6P25 

MA-EVENT 

83 




21.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

84 




21.0000 

- 

348 

11/03/97 

10 : 11 

AM 

ML6P25 

MA-EVENT 

85 




20.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

86 




23.0000 


348 

11/03/97 

10 : 11 

AM 

ML6P25 

MA-EVENT 

87 




25.0000 

- 

348 

11/03/97 

10:11 

AM 

ML 6 P 2 5 

MA-EVENT 

88 




24.0000 

" 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

89 




21.0000 

- 

348 

11/03/97 

10 : 11 

AM 

ML6P25 

MA-EVENT 

90 




21.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

91 




23.0000 


348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

92 




22.0000 

" 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

93 




21.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

94 




21.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

95 




18.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

96 




19.0000 


348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

97 




30.0000 

- 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

98 




22.0000 

" 

348 

11/03/97 

10:11 

AM 

ML6P25 

MA-EVENT 

99 




23.0000 

“ 

348 

11/03/97 

10:11 

AM 

ML 6 P 2 5 

MA-EVENT 

10 0 




24.0000 


348 

11/03/97 

10 :11 

AM 




Average : 

22.1600 









Std 

Dev : 

3.7812 






ML6P25 

MA-H20 

1 

6632 

1 

3 

11,1839 

- 

GC361 

11/06/97 

9 : 11 

AM 

ML 6 P 2 5 

MA-H20 

2 

6632 

1 

9 

9.5296 

- 

GC361 

n/as/97 

9:11 

AM 

ML6P25 

MA-H20 

3 

6632 

1 

13 

10.0641 


GC3 61 

11/06/97 

9 :11 

AM 

ML6P25 

MA-H20 

4 

6632 

2 

3 

9.0715 


GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-H20 

5 

6632 

2 

9 

11.4076 


GC361 

11/D6/97 

9:11 

AM 

ML6P25 

MA-H20 

6 

6632 

2 

13 

8.9079 

" 

GC361 

11/06/97 

9:11 

AM 

ML6P2S 

MA-H20 

7 

6632 

2 

19 

9.5439 

- 

GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-H20 

8 

6632 

3 

3 

12.7474 


GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-H20 

9 

6632 

3 

9 

10.0591 

- 

GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-H20 

10 

6632 

3 

13 

10.1406 

- 

GC361 

11/Q6/97 

9:11 

AM 

ML6P25 

MA-H20 

11 

6632 

3 

19 

11.0874 


GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-H20 

12 

6632 

4 

3 

10.8331 


GC3 61 

11/07/97 

9:11 

AM 

ML6P25 

MA-H20 

13 

6632 

4 

9 

8.6722 

“ 

GC361 

11/Q7/97 

9:11 

AM 

ML6P25 

MA-H20 

14 

6632 

4 

13 

8.6207 

- 

GC361 

11/07/97 

9:11 

AM 

ML6P25 

MA-H20 

15 

6632 

4 

19 

10.4425 

- 

GC361 

11/07/97 

9:11 

AM 

ML6P25 

MA-H20 

16 

6632 

5 

3 

10.0584 

- 

GC3 61 

11/07/97 

9:11 

AM 

ML6P25 

MA-H20 

17 

6632 

5 

9 

11.0466 

- . - 

GC3 61 

11/07/97 

9:11 

AM 

ML6P25 

MA-H20 

18 

6632 

5 

13 

9.3729 


GC361 11/07/97 

9:11 

AM 

ML6P25 

MA-H20 

19 

6632 

5 

19 

8.9271 


GC361 

11/07/97 

9:11 

AM 

ML6P25 

MA-H20 

20 

6632 

1 

19 

#MISS#E 

r 

APT 

11/12/97 

8:11 

AM 




Average : 

10.0903 









Std 

Dev : 

1.0972 






ML6P25 

MA-NIC 

1 

6632 

1 

3 

1.6663 

- 

GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-NIC 

2 

6632 

1 

9 

1.6310 

- 

GC3 61 

11/06/97 

9:11 

AM 

ML6P25 

MA-NIC 

3 

6632 

1 

13 

1.4494 

- 

GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-NIC 

4 

6632 

2 

3 

1.5704 

- 

GC3 61 

11/06/97 

9:11 

AM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter...: E.Chambers/J.Garman Received...: 10/30/97 

Request Type: inh Completed..: 11/2Q/97 

Activity....: TQ0107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML6P25 

MA-NIC 

5 

6632 

2 9 

1.5814 

- 

GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-NIC 

6 

6632 

2 13 

1.6326 


GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-NIC 

7 

6632 

2 19 

1.5920 

- 

GC361 11/06/97 

9:11 

AM 

ML6P25 

MA-NIC 

8 

6632 

3 3 

1.7607 


GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-NIC 

9 

6632 

3 9 

1.5430 

- 

GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-NIC 

10 

6632 

3 13 

1.5998 

- 

GC361 

11/06/97 

9:11 

AM 

ML6P25 

MA-NIC 

11 

6632 

3 19 

1.6550 

- 

GC361 

11/06/97 

9; 11 

AM 

ML 6 P 2 5 

MA-NIC 

12 

6632 

4 3 

1.5385 

- 

GC361 

11/07/97 

9:11 

AM 

ML6P25 

MA-NIC 

13 

6632 

4 9 

1.5411 

- 

GC361 

11/07/97 

9:11 

AM 

ML6P25 

MA-NIC 

14 

6632 

4 13 

1.4604 

- 

GC361 

11/07/97 

9:11 

AM 

ML6P25 

MA-NIC 

15 

6632 

4 19 

1.6183 

. " 

GC361 

11/07/97 

9:11 

AM 

ML6P25 

MA-NIC 

16 

6632 

5 3 

1.5183 

- 

GC361 

11/07/97 

9:11 

AM 

ML6P25 

MA-NIC 

17 

6632 

5 9 

1.5233 


GC361 

11/07/97 

9:11 

AM 

ML6P25 

MA-NIC 

18 

6632 

5 13 

1.5593 

- 

GC3 61. 

, 11/07/97 

9:11 

AM 

ML6P25 

MA-NIC 

19 

6632 

5 19 

1.5305 


GC361 

11/07/97 

9:11 

AM 

ML6p25 

MA-NIC 

20 

6632 

1 19 

#MISS#E 

r 

APT 

11/12/97 

8:11 

AM 




Average : 

1.5774 









Std 

Dev : 

0.0741 






ML6P25 

MA-NIC-FLR 

1 



11.5400 

- 

398 

11/20/97 

1:11 

PM 

ML6P25 

MA-NIC-FLR 

2 



11.3400 

- 

398 

11/20/97 

1:11 

PM 

ML6P25 

MA-NIC-FLR 

3 



11.4800 

- 

398 

11/20/97 

1:11 

PM 




Average : 

11.4533 









std 

Dev : 

0.1026 






ML6P25 

MA-PH 

1 



5.4190 

- 

58 

11/11/97 

12:11 

PM 

ML6P25 

MA-PH 

2 



5.4110 

- 

58 

11/11/97 

12:11 

PM 

ML6P25 

MA-PH 

3 



5.3450 

- 

58 

11/11/97 

12:11 

PM 




Average : 

5.3917 









Std 

Dev : 

0.0406 






ML6P25 

MA-PUFF 

1 

6632 

1 3 

10.8000 

- 

58 

11/05/97 

10 :11 

AH 

ML6P25 

MA-PUFF 

2 

6632 

1 9 

10.9800 

- 

58 

11/05/97 

10:11 

AM 

ML6P25 

MA-PUFF 

3 

6632 

1 13 

10,8800 

- 

58 

11/05/97 

10:11 

AM 

ML6P25 

MA-PUFF 

4 

6632 

1 19 

#8,920E 

r 

58 

11/05/97 

10:11 

AM 

ML6P25 

MA-PUFF 

5 

6632 

2 3 

10.3400 

- 

58 

11/05/97 

11:11 

AM 

ML6P25 

MA-PUFF 

6 

6632 

2 9 

12.0600 

- 

58 

11/05/97 

11:11 

AM 

ML6P25 

MA-PUFF 

7 

6632 

2 13 

11.1600 

- 

58 

11/05/97 

11:11 

AM 

ML6P25 

MA-PUFF 

8 

6632 

2 19 

11.2200 

- 

58 

11/05/97 

11:11 

AM 

ML 6 P 2 5 

MA-PUFF 

9 

6632 

3 3 

10.7600 

- 

58 

11/05/97 

1:11 

PM 

ML6P25 

MA-PUFF 

10 

6632 

3 9 

9.9800 

- 

58 

11/05/97 

1:11 

PM 

ML 6 P 2 5 

MA-PUFF 

11 

6632 

3 13 

11.0600 

- 

58 

11/05/97 

1:11 

PM 

ML6P25 

MA-PUFF 

12 

6632 

3 19 

10.7400 

- 

58 

11/05/97 

1:11 

PM 

ML6P25 

MA-PUFF 

13 

6632 

4 3 

10.9000 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-PUFF 

14 

6632 

4 9 

11.5500 

- 

58 

11/06/97 

2:11 

PM 

ML 6 P 2 5 

MA-PUFF 

15 

6632 

4 13 

10.9600 

- 

58 

11/06/97 

2 :11 

PM 

ML6P25 

MA-PUFF 

16 

6632 

4 19 

10.5600 

- 

58 

11/06/97 

2:11 

PM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For.Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS,LIZ 

Request.; MA97-4 Submitted..: 10/30/97 

Submitter...: E.Chambers/J.Garman Received...: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity....: TOO 107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML6P25 

MA-PUFF 

17 

6632 

5 

3 

10.6200 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-PUFF 

18 

6632 

5 

9 

11.2200 


58 

11/06/97 

2:11 

PM- 

ML6P25 

MA-PUFF 

19 

6632 

5 

13 

10.6600 


58 

11/06/97 

2:11 

PM 

ML6P25 

MA-PUFF 

20 

6632 

5 

19 

10.3200 


58 

11/06/97 

2:11 

PM 




Average : 

10.8832 









Std 

Dev : 

0.4647 






ML6P25 

MA-TPM 

1 

6632 

1 

3 

37.3200 

- 

58 

11/05/97 

10:11 

AM 

ML6P25 

MA-TPM 

2 

6632 

1 

9 

33.5600 

“ 

58 

11/05/97 

10:11 

AM 

ML6P25 

MA-TPM 

3 

6632 

1 

13 

35.1010 


58 

11/05/97 

10:11 

AM 

ML6P25 

MA-TPM 

4 

6632 

1 

19 

#30.901E 

r 

58 

-11/05/97 

10:11 

AM 

ML6P25 

MA-TPM 

5 

6632 

2 

3 

33.0800 

- 

58 

11/05/97 

11:11 

AM 

ML6P25 

MA-TPM 

6 

6632 

2 

9 

38.0600 

- 

58 

11/05/97 

11:11 

AM 

ML6P25 

MA-TPM 

7 

6632 

2 

13 

33.3000 

- 

58 

.11/05/97 

11:11 

AM 

ML6P25 

MA-TPM 

8 

6632 

2 

19 

33.8600 

- 

58 

11/05/97 

11:11 

AM 

ML6P25 

MA-TPM 

9 

6632 

3 

3 

39.7800 

- 

58 

11/05/97 

1:11 

PM 

ML6P25 

MA-TPM 

10 

6632 

3 

9 

34.6410 

- 

58 

11/05/97 

1:11 

PM 

ML 6 P 2 5 

MA-TPM 

11 

6632 

3 

13 

35.5400 

. - 

58 

11/05/97 

1:11 

PM 

ML6P25 

MA-TPM 

12 

6632 

3 

19 

35.5400 

- 

58 

11/05/97 

1:11 

PM 

ML6P25 

MA-TPM 

13 

6632 

4 

3 

35.5200 

- 

53 

11/06/97 

2 : 11 

PM 

ML6P25 

MA-TPM 

14 

6632 

4 

9 

31.4990 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-TPM 

15 

6632 

4 

13 

31.5600 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-TPM 

16 

6632 

4 

19 

34.6000 

- 

58 

11/06/97 

2 :11 

PM 

ML6P25 

MA-TPM 

17 

6632 

5 

3 

34.1800 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-TPM 

18 

6632 

5 

9 

33.9800 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-TPM 

19 

6632 

5 

13 

32.9200 

- 

58 

11/06/97 

2:11 

PM 

ML6P25 

MA-TPM 

20 

6632 

5 

19 

32.2200 


58 

11/06/97 

2 :11 

PM 




Average : 

34.5401 









Std 

Dev : 

2.1413 






ML6P25 

TIP-LENGTH 

1 




30.8000 

- 

PC398 

11/04/97 

3:11 

PM 

ML 6 P 2 5 

TIP-LENGTH 

2 




31.0000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

3 




31.0000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

4 




31.0000 

- 

PC398 

11/04/97 

3:11 

PM 

ML 6 P 2 5 

TIP-LENGTH 

5 




31.2000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

6 




31.3000 

- 

PC398 

11/Q4/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

7 




31.1000 

- 

PC39 8 

11/04/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

8 




31.0000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

9 




30.9000 

- 

PC398 

11/04/97 

3 :11 

PM 

ML6P25 

TIP-LENGTH 

10 




31.3000 

- 

PC398 

11/04/97 

3 :11 

PM 

ML6P25 

TIP-LENGTH 

11 




31.2000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

12 




30.8000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

13 




31,1000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

14 




30,7000 

- 

PC398 

11/04/97 

3:11 

PM 

ML6P25 

TIP-LENGTH 

15 




30.9000 


PC398 

11/04/97 

3:11 

PM 

ML6P2 5 

TIP-LENGTH 

16 




31.0000 

- 

PC398 

11/04/97 

3:11 

PM 

ML 6 P 2 5 

TIP-LENGTH 

17 




31.2000 

- 

PC398 

11/04/97 

3 :11 

PM 

ML6P25 

TIP-LENGTH 

18 




31.0000 

- 

PC398 

11/04/97 

3:11 

PM 
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MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**+* DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data value Rej 

Apr 

Instr 

Report Date 


ML6P25 

TIP-LENGTH 

19 




30.8000 

- 

PC398 

11/04/97 

3 :11 

PM 

ML6P25 

TIP-LENGTH 

20 




31.0000 


PC398 

11/04/97 

3:11 

PM 




Average : 

31.0150 









Std 

Dev : 

0.1694 






ML6P25 

MA-TAR 

1 

6632 

2 

3 

22.4381 

- 

n/a 

11/05/97 

11:11 

AM 

ML6P25 

MA-TAR 

2 

6632 

2 

19 

22.7241 

- 

n/a 

11/05/97 

11:11 

AM 

ML6P25 

MA-TAR 

3 

6632 

5 

13 

21.9878 

- 

n/a 

11/06/97 

2:11 

PM 

ML6P25 

MA-TAR 

4 

6632 

5 

19 

21.7624 


n/a 

11/06/97 

2:11 

PM 

ML6P25 

MA-TAR 

5 

6632 

1 

9 

22.3994 

“ 

n/a 

11/05/97 

10:11. 

AM 

ML 6 P 2 5 

MA-TAR 

6 

6632 

1 

13 

23.5875 

- 

n/a 

11/05/97 

10 : 11 

AM 

ML6P25 

MA-TAR 

7 

6632 

1 

3 

24.4698 


n/a 

11/05/97 

10:11 

AM 

ML6P25 

MA-TAR 

8 

6632 

2 

13 

22.7595 


n/a 

11/05/97 

11:11 

AM 

ML 6 P 2 5 

MA-TAR 

9 

6632 

4 

19 

22.5392 

“ 

n/a 

11/06/97 

2:11 

PM 

ML6P25 

MA-TAR 

10 

6632 

5 

3 

22.6033 

- 

n/a 

11/06/97 

2:11 

PM 

ML6P25 

MA-TAR 

11 

6632 

4 

3 

23.1484 

“ 

n/a 

11/06/97 

2:11 

PM 

ML6P25 

MA-TAR 

12 

6632 

3 

13 

23.7996 


n/a 

11/05/97 

1:11 

PM 

ML6P25 

MA-TAR 

13 

6632 

3 

19 

22.7976 

- 

n/a 

11/05/97 

1:11 

PM 

ML6P25 

MA-TAR 

14 

6632 

2 

9 

25.0710 


n/a 

11/05/97 

11:11 

AM 

ML 6 P 2 5 

MA-TAR 

15 

6632 

3 

3 

25.2719 

- 

n/a 

11/05/97 

1:11 

PM 

ML6P25 

MA-TAR 

16 

6632 

3 

9 

23.0389 

- 

n/a 

11/05/97 

1:11 

PM 

ML6P25 

MA-TAR 

17 

6632 

4 

9 

21.2857 

- 

n/a 

11/06/97 

2:11 

PM 

ML6P25 

MA-TAR 

18 

6632 

4 

13 

21.4789 

- 

n/a 

11/06/97 

2:11 

PM 

ML6P25 

MA-TAR 

19 

6632 

5 

9 

21.4101 

“ 

n/a 

11/06/97 

2:11 

PM 




Average : 

22.8723 









Std 

Dev : 

1.1515 






MRGM 

E-CTBWT 

1 




0.7242 

- 

310 

11/03/97 

.8:11 

AM 

MR6M 

E-CTBWT 

2 




0.7276 

- 

310 

.11/03/97 

8:11 

AM 

MR6M 

E-CTBWT 

3 




0.7187 


310 

11/03/97 

9:11 

AM 

MR6M 

E-CTBWT 

4 




0.7204 

“ 

310 

11/03/97 

10:11 

AM 




Average : 

0.7227 









std 

Dev : 

0.0040 






MS6M 

E-CWT 

1 




0.9340 

- 

310 

11/03/97 

8:11 

AM 

MR6M 

E-CWT 

2 




0.9425 

o 

310 

11/03/97 

8:11 

AM 

MR 614 

E-CWT 

3 




0.9333 

- 

310 

11/03/97 

9 :11 

AM 

MR6M 

E-CWT 

4 




0.9341 


310 

11/03/97 

10:11 

AM 




Average : 

0.9338 









std 

Dev : 

0.0010 






MR6M 

E-P+PWT 

1 




0.2098 

- 

310 

11/Q3/97 

8:11 

AM 

MR6M 

E-P+PWT 

2 




0.2149 

- 

310 

11/03/97 

8:11 

AM 

MR6M 

E-P+PWT 

3 




0.2147 

- 

310 

11/03/97 

9:11 

AM 

MR6M 

E-P+PWT 

4 




0.2137 

- 

310 

11/03/97 

10:11 

AM 
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Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 





Average : 

0.2133 









std 

Dev : 

0.0024 






MR6M 

FTC-BUTT 

1 




28.0000 

- 

PC398 

11/13/97 

4 :11 

PM 




Average : 

28.0000 









Std 

Dev : 

0.0000 






MR6M 

MA-CO 

1 

6632 

1 

1 

25.1800 

- 

58 

11/05/97 

2 : 11 

PM 

MR6M 

MA-CC 

2 

6632 

1 

5 

26.9600 


58 

11/05/97 

2:11 

PM 

MR6M 

MA-CO 

3 

6632 

1 

11 

25.8100 

- 

58 

11/05/97 

2:11 

PM 

MR6M 

MA-CO 

4 

6632 

1 

17 

27.0100 

- 

58 

11/05/97 

2 :11 

PM 

MR6M 

MA-CO 

5 

6632 

2 

1 

27.0300 


58 

11/05/97 

2:11 

PM 

MR6M 

MA-CO 

6 

6632 

2 

5 

26.6800 

“ 

58 

11/05/97 

2 :11 

PM 

MR6M 

MA-CO 

7 

6632 

2 

11 

26.3800 

- 

58 

11/05/97 

2:11 

PM 

MR6M 

MA-CO 

8 

6632 

2 

17 

28.3800 


58 

11/05/97 

2:11 

PM 

MR6M 

MA-CO 

9 

6632 

3 

1 

25.2500 

" 

58 

11/05/97 

2:11 

PM 

MR6M 

MA-CO 

10 

6632 

3 

5 

27.8400 


58 

11/05/97 

2 :11 

PM 

MR6M 

MA-CO 

11 

6632 

3 

11 

27.5000 

" 

58 

11/05/97 

3:11 

PM 

MR6M 

MA-CO 

12 

6632 

3 

17 

27,1700 


58 

11/05/97 

3:11 

PM 

MR6M 

MA-CO 

13 

6632 

4 

1 

0.0000 

3? 

58 

11/06/97 

2 :11 

PM 

MR6M 

MA-CO 

14 

6632 

4 

5 

0.0000 

r 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-CO 

15 

6632 

4 

11 

0.0000 

r 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-CO 

16 

6632 

4 

17 

0.0000 

r 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-CO 

17 

6632 

5 

1 

25.9100 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-CO 

18 

6632 

5 

5 

27.1500 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-CO 

19 

6632 

5 

11 

27.5300 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-CO 

20 

6632 

5 

17 

26.0500 

- 

58 

11/06/97 

2:11 

PM 




Average : 

26.7394 









Std 

Dev : 

0.9120 






MR6M 

MA-EVENT 

1 




1.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

2 




0.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

3 




1.0000 

- 

348 

11/03/97 

8:11 

AM 

mr6m 

MA-EVENT 

4 




0.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

5 




2.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

6 




1.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

7 




0.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

8 




1.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

9 




1.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

10 




0.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

11 




3.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

12 




1.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

13 




0.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

14 




2.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

IS 




1.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

16 




1.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6M 

MA-EVENT 

17 




1.0000 

- 

348 

11/03/97 

8 :11 

AM 

MR6M 

MA-EVENT 

18 




1.0000 

- 

348 

11/03/97 

8 : 11 

AM 
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26/E0/TT 

8?E 

- 

0000 ' £ 


SE 

XN3A3-VW 

H9HW 

wv 

II : 8 

I6/E0/II 

8fE 

- 

OOOO'I 


te 

XN3A3-VW 

W9aw 

wv 

IT • 8 

I6/E0/IT 

8PE 

- 

OOOO'I 


EE 

XN3A3-VW 

w9aw 

wv 

II : 8 

I6/E0/II 

Bt’E 

- 

OOOO'O 


zz 

XN3A3-VW 

wgaw 

wv 

Ii: 8 

I6/E0/II 

8 t'E 

- 

0000 ' z 


IE 

XN3A3-VW 

wgaw 

wv 

Ii: 8 

Z6/E0/II 

8t-E 

- 

OOOO'I 


OE 

XN3A3-VW 

W9HW 

HV 

II : 8 

I6/E0/TT 

8^8 

- 

0000'T 


62 

XN3A3-VW 

wgaw 

wv 

TT:-0 

I6/E0/TI 

Bt'E 

- 

OOOO'O 


82 

XH3A3-VW 

W9HW 

wv 

IT = 8 

A6/E0/IT 

8 t'E 

- 

OOOO'I 


LZ 

IN3A3-VW 

wgaw 

wv 

XT = 8 

16/EO/lI 

8TE 

- 

0000 ■ 0 


92 

IN3A3-VW 

W9HW 

wv 

II : 8 

Z-6/EQ/II 

Bt'E 

- 

OOOO'I 


S2 

XN3A3-VW 

H9HW 

wv 

XT^S 

16/eo/xj: 

8VE 

- 

0000 ' X 


vz 

INHAH-VW 

W9HW 

wv 

TI-H 

A6/E0/TT 

Bt'E 

- 

0000 • 0 


zz 

IN3A3-VH 

W9HW 

wv 

XT : 8 

Z.6/ED/IT 

8>£ 

- 

OOOO'I 


zz 

IN3A3-VH 

W9HW 

wv 

II : 8 

I6/E0/II 

Bt'E 

- 

0000'2 


xe 

1N3A3-VW 

W9HW 

wv 

II: 8 

IS/ED/II- 

8t-E 

- 

0000'2 


02 

XN3A3-VW 

H9HW 

wv 

II : 8 

I6/E0/IT 

Bt'E 

“ 

OOOO'I 


61 

IN3A3-VH 

W9HW 


eq.'ea i-iodaa aqsui 

jdv fea 

: 9nxi?A 
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# 
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PRODUCT TESTING LABORATORY 
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Report Date.: 

Request.: 

Submitter. . . : 
Request Type: 
Activity,...: 


11/20/97 3:29 pm 

MA97-4 

E,Chambers/J.Garman 
inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed,. 
Approved By 


CHAMBERS,LIZ 

10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

mrSm 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

ma-event 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

ma-event 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

MR6M 

MA-EVENT 

mr6m 

MA-EVENT 

MR 6M 

MA-EVENT 

MR6M 

MA-EVENT 


MR6M 

MA-H20 

MR6M 

MA-H20 

MRSM 

MA-H20 

MR6M 

MA-H20 

MR6M 

MA-H20 

MR6M 

MA-H20 

MR6M 

MA-H20 

MRSM 

MA-H20 

MR6M 

MA-H20 

MR6M 

MA-H20 

MRSM 

MA-H20 

MR6M 

MA-H20 

MRSM 

MA-H20 

MRSM 

MA-H20 


Doc - Code: PQ622 


# 

Grp 

Ru Pt 

Data Value Rej 

Apr 

Instr 

Report Date 

69 




1.0000 

- 

348 

11/03/97 

9:11 AM 

70 




2.0000 

- 

348 

11/03/97 

9 :11 AM 

71 




2.0000 

- 

348 

11/03/97 

9:11 AM 

72 




3.0000 

- 

348 

11/03/97 

9:11 AM 

73 




1.0000 

" 

348 

11/03/97 

9:11 AM 

74 




1.0000 

- 

348 

11/03/97 

9 : 11 AM 

75 




1.0000 

- 

343 

11/03/97 

9 :11 AM 

76 




1,0000 


348 

11/03/97 

9:11 AM 

77 




3.0000 


348 

11/03/97 

9 :11 AM 

78 




2.0000 

- 

348 

11/03/97 

9 :11 AM 

79 




2.0000 

- 

348 

11/03/97 

9 : 11 AM 

80 




2.0000 

- 

348 

11/03/97 

9:11 AM 

81 




1.0000 

- 

348 

11/03/97 

9:11 AM 

82 




1.0000 

- 

348 

11/03/97 

9:11 AM 

83 




1.0000 

- 

348 

11/03/97 

9:11 AM 

34 




1.0000 

- 

348 

11/03/97 

9:11 AM 

05 




3.0000 

- 

348 

11/03/97 

9:11 AM 

86 




1.0000 

- 

348 

11/03/97 

9:11 AM 

87 




1.0000 

- 

348 

11/03/97 

9:11 AM 

88 




1.0000 

“ 

348 

11/03/97 

9:11 AM 

89 




1.0000 

- 

348 

11/03/97 

9:11 AM 

90 




1.0000 

- 

348 

11/03/97 

9:11 AM 

91 




2.0000 

- 

348 

11/03/97 

9:11 AM 

92 




1,0000 

- 

348 

11/03/97 

9:11 AM 

93 




2.0000 

- 

348 

11/03/97 

9:11 AM 

94 




1.0000 


348 

11/03/97 

9:11 AM 

95 




1,0000 

- 

348 

11/03/97 

9:11 AM 

96 




1.0000 

- 

348 

11/03/97 

9:11 AM 

97 




1.0000 

" 

348 

11/03/97 

9:11 AM 

98 




1.0000 

- 

348 

11/03/97 

9:11 AM 

99 




1.0000 

- 

348 

11/03/97 

9:11 AM 

100 




1.0000 

- 

348 

11/03/97 

9:11 AM 


Average 


1.2020 






std 

Dev 


0.9687 





1 

6632 

1 

1 

16.3691 

- 

GC361 

11/06/97 

9:11 AM 

2 

6632 

1 

5 

16.1918 

- 

GC361 

11/06/97 

9:11 AM 

3 

6632 

1 

11 

15.9589 

- 

GC361 

_.ll/ 06/97 

9:11 AM 

4 

6632 

1 

17 

16.7550 

- 

GC361 

11/06/97 

9:11 AM 

5 

6632 

2 

1 

17.3381 


GC361 

11/06/97 

9:11 AH 

6 

6632 

2 

5 

15.3365 

- 

GC361 

11/06/97 

9:11 AM 

7 

6632 

2 

11 

15.1442 


GC361 

11/06/97 

9:11 AM 

8 

6632 

2 

17 

17.9676 

“ 

GC361 

11/06/97 

9:11 AM 

9 

6632 

3 

1 

14.7784 

" 

GC361 

11/06/97 

9:11 am 

10 

6632 

3 

5 

18.1634 

“ 

GC3 61 

11/06/97 

9;11 AM 

11 

6632 

3 

11 

15.3386 

- 

GC361 

11/06/97 

9:11 AM 

12 

6632 

3 

17 

15.7538 

- 

GC361 

11/06/97 

9:11 AM 

13 

6632 

4 

1 

16.3864 

- 

GC3 61 

11/07/97 

9:11 AM 

14 

6632 

4 

5 

18.6947 

- 

GC361 

11/07/97 

9:11 AM 
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Request Type: inh Completed..: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

4 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


MR6M 

MA-H20 

15 

6632 

4 

11 

17.4887 

- 

GC361 

11/07/97 

9:11 

AM 

mrGm 

MA-H20 

16 

6632 

4 

17 

14.7563 

- 

GC361 

11/07/97 

9 :11 

AM 

MR6M 

MA-H20 

17 

6632 

5 

1 

15.2871 

- 

GC361 

11/07/97 

9:11 

AM 

MR6M 

MA-H20 

18 

6632 

5 

5 

17.7820 

- 

GC361 

11/07/97 

9:11 

AM 

MR6M 

MA-H20 

19 

6632 

5 

11 

17.6230 

“ 

GC361 

11/07/97 

9:11 

AM 

MR6M 

MA-H20 

20 

6632 

5 

17 

16.0669 

- 

GC361 

11/07/97 

9:11 

AM 




Average : 

16,4590 









Std 

Dev 


1.2038 






MR6M 

MA-NIC 

1 

6632 

1 

1 

2.1388 

- 

GC361 

11/0.6/97 

9:11 

AM 

MR6M 

MA-NIC 

2 

6632 

1 

5 

2,1050 

" 

GC361 

11/06/97 

9:11 

AM 

MR6M 

MA-NIC 

3 

6632 

1 

11 

2.0428 

- 

GC361 

11/06/97 

9:11 

AM 

MR6M 

MA-NIC 

4 

6632 

1 

17 

2.1060 

- 

GC3 6L. 11/06/97 

9:11 

AM 

MR6M 

MA-NIC 

5 

6632 

2 

1 

2.2193 


GC361 

11/06/97 

9:11 

AM 

MR6M 

MA-NIC 

6 

6632 

2 

5 

2.1638 

- 

GC361 

11/06/97 

9:11 

AM 

MR6M 

MA-NIC 

7 

6632 

2 

11 

2.1176 

" 

GC361 

11/06/97 

9:11 

AM 

MR6M 

MA-NIC 

8 

6632 

2 

17 

2.2085 

- 

GC361 J.1/0 6/97 

9:11 

AM 

MR6M 

MA-NIC 

9 

6632 

3 

1 

1.9925 

- 

GC3 61 

11/06/97 

9 :11 

AM 

MR6M 

MA-NIC 

10 

6632 

3 

5 

2.4218 

- 

GC361 

11/06/97 

9:11 

AM 

MRGM 

MA-NIC 

11 

6632 

3 

11 

2.2194 

- 

GC361 

11/06/97 

9 :11 

AM 

MR6M 

MA-NIC 

12 

6632 

3 

17 

2.0242 


GC361 

11/06/97 

9:11 

AM 

MR6M 

MA-NIC 

13 

6632 

4 

1 

2.1520 

- 

GC361 

11/07/97 

9:11 

AM 

MR6M 

MA-NIC 

14 

6632 

4 

5 

2.3226 

- 

GC361 

.11/07/97 

9:11 

AM 

MR6M 

MA-NIC 

15 

6632 

4 

11 

2.0863 

- 

GC361 

11/07/97 

9:11 

AM 

MR6M 

MA-NIC 

16 

6632 

4 

17 

2.1395 


GC3 61 

11/07/97 

9:11 

AM 

MR6M 

MA-NIC 

17 

6632 

5 

1 

2.1272 

- 

GC361 

11/07/97 

9:11 

AM 

MRGM 

MA-NIC 

18 

6632 

5 

5 

2.2597 

- 

GC361 

11/07/97 

9:11 

AM 

MR6M 

MA-NIC 

19 

6632 

5 

11 

.2.2056 

- 

GC361 

.11/07/97 

9:11 

AM 

MR6M 

MA-NIC 

20 

6632 

5 

17 

2.2142 

- 

GC361 

11/07/97 

9:11 

AM 




Average : 

2.1633 









Std 

Dev : 

0.1012 






MR6M 

MA-NIC-FLR 

1 




12.6200 

- 

398 

11/20/97 

1:11 

PM 

MR6M 

MA-NIC-FLR 

2 




12.9500 

- 

398 

11/20/97 

1:11 

PM 

MR6M 

MA-NIC-FLR 

3 




12.7500 

• - 

398 

“11/20/97 

1:11 

PM 




Average : 

12.7733 









Std 

Dev : 

0.1662 






MR6M 

MA-PH 

1 




5.4120 

- 

58 

11/11/97 

12:11 

PM 

MR6M 

MA-PH 

2 




5.4470 

- 

58 

11/11/97 

12:11 

PM 

MR6M 

MA-PH 

3 




5.4400 


58 

11/11/97 

12:11 

PM 




Average : 

5.4330 









Std 

Dev : 

0.0185 






MR6M 

MA-PUFF 

1 

6632 

1 

1 

10.4000 

- 

58 

11/05/97 

10 :11 

AM 

MR6M 

MA-PUFF 

2 

6632 

1 

5 

10.7800 


58 

11/05/97 

10:11 

AM 

:-Code: P0622 
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Confidential 


Report Date.: 
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Submitter... : 
Request Type: 
Activity... . : 


11/20/97 3:29 PM 

MA97-4 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
submitted..: 
Received.. . : 
Completed..: 
Approved By: 


CHAMBERS,LIZ 
10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru Pt 

Data Value 

Rej Apr 

Instr Report Date 


MR6M 

MA-PUFF 

3 

6632 

1 11 

11.2000 

- 

58 

11/05/97 

10:11 

AM 

MR6M 

MA-PUFF 

4 

6632 

1 17 

10.8000 


58 

11/05/97 

10:11 

AM 

MR6M 

MA-PUFF 

5 

6632 

2 1 

11.1400 

" 

58 

11/05/97 

11:11 

AM 

MR6M 

MA-PUFF 

6 

6632 

2 5 

11.5600 


58 

11/05/97 

11:11 

AM 

MR6M 

MA-PUFF 

7 

6632 

2 11 

11.26Q0 

- 

58 

11/05/97 

11:11 

AM 

MR6M 

MA-PUFF 

8 

6632 

2 17 

11.2400 


58 

11/05/97 

11:11 

AM 

MR6M 

MA-PUFF 

9 

6632 

3 1 

10.7600 

- 

58 

.11/05/97 

1:11 

PM 

MR6M 

MA-PUFF 

10 

6632 

3 5 

11.2200 

- 

58 

11/05/97 

1:11 

PM 

MR6M 

MA-PUFF 

11 

6632 

3 11 

10.3600 


58 

11/05/97 

1:11 

PM 

MR6M 

MA-PUFF 

12 

6632 

3 17 

10.8400 

" 

58 

.11/05/97 

1:11 

PM 

MR6M 

MA-PUFF 

13 

6632 

4 1 

11.0000 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-PUFF 

14 

6632 

4 5 

11.4200 


58 

11/06/97 

2:11 

PM 

MR6M 

MA-PUFF 

15 

6632 

4 11 

10.8600 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-PUFF 

16 

6632 

4 17 

10.8600 

" 

5B 

11/06/97 

2:11 

PM 

MR6M 

MA-PUFF 

17 

6632 

5 1 

10.8800 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-PUFF 

18 

6632 

5 5 

11.5000 

“ 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-PUFF 

19 

6632 

5 11 

10.8600 

- 

58 

.11/0 6/97 

2:11 

PM 

MR6M 

MA-PUFF 

20 

6632 

5 17 

10.9400 

“ 

58 

11/06/97 

2:11 

PM 




Average : 

10.9940 









Std 

Dev : 

0.3237 






MR6M 

MA-TPM 

1 

6632 

1 1 

46.7200 

- 

58 

11/05/97 

10:11 

AM 

MR 6 M 

MA-TPM 

2 

6632 

1 5 

49.3300 

- 

58 

11/05/97 

10 :11 

AM 

MR6M 

MA-TPM 

3 

6632 

1 11 

49.1200 

- 

58 

11/05/97 

10:11 

AM 

MR6M 

MA-TPM 

4 

6632 

1 17 

49.7600 


58 

11/05/97 

IQ : 11 

AM 

MR6M 

MA-TPM 

5 

6632 

2 1 

51.4790 

- 

58 

11/05/97 

11:11 

AM 

MR6M 

MA-TPM 

6 

6632 

2 5 

48.7210 


58 

11/05/97 

11:11 

AM 

MR6M 

MA-TPM 

7 

6632 

2 11 

48.9000 


58 

11/05/97 

11:11 

AM 

MR6M 

MA-TPM 

8 

6632 

2 17 

53.2800 

- 

58 

11/05/97 

11:11 

AM 

MR6M 

MA-TPM 

9 

6632 

3 1 

46.6200 


58 

11/05/97 

1:11 

PM 

MR6M 

MA-TPM 

10 

6632 

3 5 

54.3200 


58 

11/05/97 

1:11 

PM 

MR6M 

MA-TPM 

11 

6632 

3 11 

48.1610 

“ 

58 

11/05/97 

1:11 

PM 

MR6M 

MA-TPM 

12 

6632 

3 17 

48.2600 

- 

58 

11/05/97 

1:11 

PM 

MR6M 

MA-TPM 

13 

6632 

4 1 

48.6400 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-TPM 

14 

6632 

4 5 

53.1200 

- 

58 

11/06/97 

2 :11 

PM 

MR6M 

MA-TPM 

15 

6632 

4 11 

49.4000 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-TPM 

16 

6632 

4 17 

45.3990 

“ 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-TPM 

17 

6632 

5 1 

47.5000 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-TPM 

18 

6632 

5 5 

53.2600 

- 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-TPM 

19 

6632 

5 11 

51.3000 

“ 

58 

11/06/97 

2:11 

PM 

MR6M 

MA-TPM 

20 

6632 

5 17 

48.5400 

“ 

58 

11/06/97 

2:11 

PM 




Average : 

49.5940 









std 

Dev : 

2.4578 






MR6M 

TIP“LENGTH 

1 



24.9000 

- 

PC398 

11/04/97 

3:11 

PM 

MR6M 

TIP-LENGTH 

2 



24.8000 

- 

PC398 

.11/04/97 

3:11 

PM 

MR6M 

TIP-LENGTH 

3 



24.7000 

- 

PC398 

11/04/97 

3:11 

PM 

MR6M 

TIP-LENGTH 

4 



24.9000 

“ 

PC398 

11/04/97 

3:11 

PM. 

Doc-Code: P0622 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-4 


Philip Morris USA 
ConfIdential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity....: 


11/20/97 3:29 PM 

MA97-4 

E.Chambers/J.Garraan 
inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 

10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

MR6M 

TIP-LENGTH 

5 

MR6M 

TIP-LENGTH 

6 

MR6M 

TIP-LENGTH 

7 

MR6M 

TIP-LENGTH 

8 

MR6M 

TIP-LENGTH 

9 

MR6M 

TIP-LENGTH 

10 

MR6M 

TIP-LENGTH 

11 

MR6M 

TIP-LENGTH 

12 

MR6M 

TIP-LENGTH 

13 

MR6M 

TIP-LENGTH 

14 

MR6M 

TIP-LENGTH 

15 

MR6M 

TIP-LENGTH 

16 

MR6 m 

TIP-LENGTH 

17 

MR6M 

TIP-LENGTH 

18 

MR6M 

TIP-LENGTH 

19 

MR6M 

TIP-LENGTH 

20 


Data Value 

Rej Apr 

Instr 

Report Date 


24.7000 

- 

PC398 

11/04/97 

3:11 

PM 

25.2000 

- 

PC398 

11/04/97 

3:11 

PM 

24.8000 

- 

PC398 

11/04/97 

3:11 

PM 

24.9000 

- 

PC398 

11/Q4/97 

3 :11 

PM 

24.8000 

- 

PC398 

11/04/97 

3:11 

PM 

25.100Q 

- 

PC398 

11/04/97 

3:11 

PM 

25.0000 

- 

PC398 

11/04/97 

3 :11 

PM 

25.0000 

- 

PC398 

11/04/97 

3:11 

PM 

24.9000 

- 

PC398 

11/04/97 

3:11 

PM 

24.9000 

- 

PC398 

11/04/97 

3:11 

PM 

24,8000 

- 

PC398 

11/04/97 

3:11 

PM 

25.0000 

- 

PC398 

11/04/97 

3 : 11 

PM 

24.9000 

- 

PC398 

11/04/97 

3 :11 

PM 

25.1000 

- 

PC398 

11/04/97 

3 :11 

PM 

24.8000 

- 

PC398 

11/04/97 

3:11 

PM 

24.8000 

" 

PC398 .11/04/97 

3:11 

PM 


MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR 6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

mr6m 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 

MR6M 

MA-TAR 


MR6P25 

E-CTBWT 

MR6P25 

E-CTBWT 

MR6P25 

E-CTBWT 

MR6P25 

E-CTBWT 


Average : 24.9000 



Std 

Dev 

: 

0.1338 

1 

6632 

2 

1 

31.9216 

2 

6632 

2 

17 

33.1039 

3 

6632 

3 

1 

29.8491 

4 

6632 

5 

17 

30.2589 

5 

6632 

1 

11 

31.1183 

6 

6632 

1 

17 

30.8990 

7 

6632 

1 

1 

28.2121 

8 

6632 

1 

5 

31.0832 

9 

6632 

5 

1 

30.0857 

10 

6632 

4 

1 

30.1016 

11 

6632 

4 

5 

32.1027 

12 

6632 

3 

11 

30.6030 

13 

6632 

3 

17 

30.4820 

14 

6632 

2 

5 

31.2207 

15 

6632 

2 

11 

31.6382 

16 

6632 

3 

5 

33.7348 

17 

6632 

4 

17 

28.5032 

18 

6632 

4 

11 

29.8250 

19 

6632 

5 

5 

33.2183 

20 

6632 

5 

11 

31.4714 


Average : 30.9716 

Std Dev : 1.4311 


Average : 30.9716 

Std Dev : 1.4311 

1 0.7383 

2 0.7465 

3 0.7460 

4 0.7404 


Average : 0.7428 


n/a 

11/05/97 

11:11 

AM 

n/a 

11/05/97 

11:11 

AM 

n/a 

11/05/97 

1:11 

PM 

n/a 

11/06/97 

2:11 

PM 

n/a 

11/05/97 

10:11 

AM 

n/a 

11/05/97 

10:11 

AM 

n/a 

11/05/97 

10:11 

AM 

n/a 

11/05/97 

10 :11 

AM 

n/a 

11/06/97 

2:11 

PM 

n/a 

11/06/97 

2 :11 

PM 

n/a 

11/06/97 

2:11 

PM 

n/a 

11/05/97 

1:11 

PM 

n/a 

11/05/97 

1:11 

PM 

n/a 

11/05/97 

11:11 

AM 

n/a 

11/05/97 

11:11 

AM 

n/a 

11/05/97 

1:11 

PM 

n/a 

11/06/97 

2:11 

PM 

n/a 

11/06/97 

2:11 

PM 

n/a 

11/06/97 

2:11 

PM 

n/a 

11/06/97 

2:11 

PM 


310 

11/03/97 

7:11 

AM 

310 

11/03/97 

8 :11 

AM 

310 

11/03/97 

9:11 

AM 

310 

11/03/97 

10:11 

AM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By; CHAMBERS,LIZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter...: E.Chambers/J.Garman Received...: 10/30/97 

Request Type: inh Completed.,: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description..’ MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


* * * * 

Sample 

DATA HAS NOT HAD 

Test 

FINAL 

# 

REVIEW/APPROVAL: SUBJECT 

Grp Ru Pt Data Value 

TO CHANGE **** 

Rej Apr Instr Report Date 





Std 

Dev : 

0.0041 






MR6P25 

E-CWT 

1 



0.9497 

- 

310 

11/03/97 

7:11 

AM 

MR6P25 

E-CWT 

2 



0.9580 

- 

310 

.11/03/97 

8:11 

AM 

MR6P25 

E-CWT 

3 



0.9576 

- 

310 

11/03/97 

9 : 11 

AM 

MR6P25 

E-CWT 

4 



0.9512 

" 

310 

11/03/97 

10:11 

AM 




Average : 

0.9541 









Std 

Dev : 

0.0043 






MR6P25 

E-P+PWT 

1 



0.2114 

- 

310 

11/03/97 

7:11 

AM 

MR6P25 

E-P+PWT 

2 



0.2116 

- 

310 

11/03/97 

8:11 

AM 

MR6P25 

E-P+PWT 

3 



0.2116 

“ 

310 

11/03/97 

9:11 

AM 

MR6P25 

E-P+PWT 

4 



0.2108 

- 

310 

11/03/97 

10 :11 

AM 




Average : 

0.2113 









Std 

Dev : 

0.0010 






MR6P25 

FTC-BUTT 

1 



28.0000 

- 

PC3 98 

11/13/97 

4 :11 

PM 




Average : 

28.0000 









Std 

Dev : 

0.0000 






MR6P25 

MA-CO 

1 

6632 

1 2 

26.5200 

- 

58 

11/05/97 

2 : 11 

PM 

MR6P25 

MA-CO 

2 

6632 

1 7 

27.9700 

- 

58 

11/05/97 

2:11 

PM 

MR6P25 

MA-CO 

3 

6632 

1 12 

27.9700 

- 

58 

11/05/97 

2:11 

PM 

MR6P25 

MA-CO 

4 

6632 

1 18 

27.9900 


58 

11/05/97 

2:11 

PM 

MR6P25 

MA-CO 

5 

6632 

2 2 

29.9000 


58 

11/05/97 

2 :11 

PM 

MR6P25 

MA-CO 

6 

6632 

2 7 

26.8300 

- 

59 

11/05/97 

2:11 

PM 

MR6P25 

MA-CO 

7 

6632 

2 12 

28.3500 

- 

58 

11/05/97 

2:11 

PM 

MR6P25 

MA-CO 

8 

6632 

2 18 

28.8400 

- 

58 

11/05/97 

2:11 

PM 

MR6P25 

MA-CO 

9 

6632 

3 2 

28.3500 

- 

58 

11/05/97 

2:11 

PM 

MR6P25 

MA-CO 

10 

6632 

3 7 

27.7500 

“ 

58 

11/05/97 

2:11 

PM 

MR6P25 

MA-CO 

11 

6632 

3 12 

28.6000 

- 

58 

11/05/97 

3:11 

PM 

MR6P25 

MA-CO 

12 

6632 

3 18 

27.6900 

- 

58 

11/05/97 

3 :11 

PM 

MR 6 P 2 5 

MA-CO 

13 

6632 

4 2 

0.0000 

r 

58 

11/06/97 

2:11 

PM 

MR6P25 

MA-CO 

14 

6632 

4 7 

0.0000 

r 

58 

11/06/97 

2 :11 

PM 

MR6P25 

MA-CO 

15 

6632 

4 12 

0.0000 

r 

58 

11/06/97 

2 :11 

PM 

MR6P25 

MA-CO 

16 

6632 

4 18 

0.0000 

r 

58 

11/06/97 

2:11 

PM 

MR6P25 

MA-CO 

17 

6632 

5 2 

25.9300 

- 

58 

11/06/97 

2:11 

PM 

MR 6 P 2 5 

MA-CO 

18 

6632 

5 7 

26.4800 

- 

58 

11/06/97 

2:11 

PM 

MR6P25 

MA-CO 

19 

6632 

5 12 

27.7300 

- 

58 

11/06/97 

2 :11 

PM 

MR6P25 

MA-CO 

20 

6632 

5 18 

26.4300 

- 

58 

11/06/97 

2:11 

PM 




Average : 

27.7081 









std 

Dev : 

1.0460 






MR6P25 

MA-EVENT 

1 



12.0000 

- 

348 

11/03/97 

8:11 

AM 

MR6P25 

MA-EVENT 

2 



12.0000 

- 

348 

11/03/97 

8:11 

AM 

MRGP25 

MA-EVENT 

3 



8.0000 

- 

348 

11/03/97 

8:11 

AM 
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ravdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-4 


Philip Morris USA 
Confidential 


Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS/LIZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter.,.: E.Chambers/J.Carman Received...: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp Ru Pt Data Value 

Rej Apr 

Instr 

Report Date 

MR6P25 

MA-EVENT 

4 

8.0000 

- 

348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

5 

8.0000 

- 

34 8 

11/03/97 

8 :11 AM 

MR6P25 

MA-EVENT 

6 

10.0000 


348 

11/03/97 

8:11 AM 

MR 6 P 2 5 

MA-EVENT 

7 

14.0000 

- 

348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

8 

17.0000 

- 

348 

11/03/97 

8 :11 AM 

MR6P25 

MA-EVENT 

9 

8.0000 


348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

10 

12.0000 

- 

348 

-11/03/97 

8 :11 AM 

MR6P25 

MA-EVENT 

11 

8.0000 

- 

348 

11/03/97 

B:11 AM 

MR6P25 

MA-EVENT 

12 

15.0000 


348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

13 

9.0000 


348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

14 

10.0000 

- 

348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

15 

13.0000 


348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

16 

10.0000 


348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

17 

10.0000 

“ 

348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

18 

9.0000 

- 

348 

11/03/97 

8:11 AM 

MR6P2S 

MA-EVENT 

19 

9.0000 

- 

348 

11/03/97 

8 :11 AM 

MR6P25 

MA-EVENT 

20 

14.0000 

- 

348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

21 

11.0000 


348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

22 

10.0000 


348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

23 

8.0000 


348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

24 

8.0000 

- 

348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

25 

12.0000 

“ 

348 

11/03/97 

8:11 AM 

MR6P25 

MA-EVENT 

26 

9.0000 

“ 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

27 

11.0000 

“ 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

28 

9.0000 

“ 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

29 

14.0000 

“ 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

30 

10.0000 

“ 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

31 

9.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

32 

11.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

33 

9.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

34 

7.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

35 

9.0000 

- 

348 

11/03/97 

9 ;.ll AM 

MR6P25 

MA-EVENT 

36 

8.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

37 

8.0000 

" 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

38 

8.0000 

“ 

348 

11/03/97 

9:11 AM 

MR 6 P 2 5 

MA-EVENT 

39 

7.0000 


348 

11/03/97 

9:ll AM 

MR 6 P 2 5 

MA-EVENT 

40 

12.0000 

" 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

41 

13.0000 


348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

42 

7.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

43 

12.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

44 

10.0000 


348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

45 

6.0000 


348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

46 

10.0000 


348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

47 

9.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

48 

7.0000 

“ 

348 

11/03/97 

9:11 AM 

mrSp25 

MA-EVENT 

49 

11.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

50 

8.0000 


348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

51 

8.0000 

- 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

52 

16.0000 

“ 

348 

11/03/97 

9:11 AM 

MR6P25 

MA-EVENT 

53 

9.0000 

- 

348 

11/03/97 

9:11 AM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-4 Submitted..: 10/3 0/97 

Submitter...: E.Chambers/J.Garman Received,..: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


* *** 

Sample 

DATA HAS NOT HAD 

Test 

FINAL 

# 

REVIEW/APPROVAL: SUBJECT TO 

Grp Ru Pt Data Value Rej 

CHANGE ****■ 

Apr Instr Report Date 


MR6P25 

MA-EVENT 

54 

9.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

55 

9.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

56 

12.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

57 

11.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

58 

9.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

59 

12.0000 

- 

348 

.11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

60 

9.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

61 

10.0000 

“ 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

62 

10.0000 

- 

348 

11/03/97 

9 :11 

AM 

MRSP25 

MA-EVENT 

63 

10.0000 

- 

348 

11/03/97 

9:11 

AM 

MR 6 P 2 5 

MA-EVENT 

64 

11.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

65 

13.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

66 

11.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

67 

9.0000 

- 

348 

11/03/97 

9:11 

AM 

MR.6P25 

MA-EVENT 

68 

11.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

69 

9.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

70 

10.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

71 

9.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

72 

10.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

73 

13.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

74 

9.0000 

- 

348 

11/03/97 

9:11 

AM 

MR6P25 

MA-EVENT 

75 

9.0000 

- 

348 

11/03/97 

9 :11 

AM 

MR6P 2 5 

MA-EVENT 

76 

10.0000 

“ 

348 

11/03/97 

10 :11 

AM 

MR6P25 

MA-EVENT 

77 

10.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

78 

9,0000 

- 

348 

11/03/97 

10 :11 

AM 

MR6P25 

MA-EVENT 

79 

10.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

80 

8.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

81 

8.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

82 

9.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

83 

8.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

84 

12.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P2 5 

MA-EVENT 

85 

10.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

86 

9.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

87 

10.0000 

- 

348 

11/03/97 

10 :11 

AM 

MR 6 P 2 5 

MA-EVENT 

88 

8.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

89 

9.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

90 

12.0000 

- 

348 

11/03/97 

10 :11 

AM 

MR6P25 

MA-EVENT 

91 

10.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

92 

11.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

93 

9.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

94 

9.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

95 

12.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

96 

9.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

97 

10.0000 

- 

348 

11/03/97 

10 :11 

AM 

MR6P25 

MA-EVENT 

98 

11.0000 

“ 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

99 

13.0000 

- 

348 

11/03/97 

10:11 

AM 

MR6P25 

MA-EVENT 

100 

14.0000 

- 

348 

11/03/97 

10:11 

AM 


Average : 10.0700 

Std Dev : 2.0462 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-4 


Philip Morris USA 
Confidential 


Report Date.: 11/20/97 3:29 PM 

Request.: MA97-4 

Submitter...: E.Chambers/J.Garman 
Request Type: inh 
Activity,...: TQQ1Q7 


Reported By 
Submitted.. 
Received... 
Completed. . 
Approved By 


CHAMBERS,LIZ 
10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


mr6p25 

MA-H20 

1 

5632 

1 2 

17.2459 


gc361 

11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

2 

6532 

1 7 

18.5936 

- 

GC3 6 1 

11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

3 

6632 

1 12 

17.3638 

- 

GC361 

11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

4 

6632 

1 18 

17.6818 

- 

GC3 61 

11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

5 

6632 

2 2 

17.6404 

- 

GC361 

11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

6 

6632 

2 7 

16.7457 

- 

GC3 61 

11/06/97 

9 : 11 

AM 

MR6P25 

MA-H20 

7 

6632 

2 12 

17.8555 

" 

GC3 61 

11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

8 

6632 

2 18 

18.5500 

- 

GC361 11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

9 

6632 

3 7 

17.5625 

" 

GC3 61 

.11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

10 

6632 

3 12 

17.4031 

- 

GC361 

11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

11 

6632 

3 18 

16.0768 

" 

GC361 

11/06/97 

9:11 

AM 

MR6P25 

MA-H20 

12 

6632 

3 2 

16.1054 

- 

361 

11/06/97 

1:11 

PM 

MR6P25 

MA-H20 

13 

6632 

4 2 

17.9127 

- 

GC361 

11/07/97 

9:11 

AM 

MR6P25 

MA-H20 

14 

6632 

4 7 

17.0951 


GC361 

11/07/97 

9:11 

AM 

MR6P25 

MA-H20 

15 

6632 

4 12 

16.3196 

- 

GC361 

11/07/97 

9:11 

AM 

MR6P25 

MA-H20 

16 

6632 

4 18 

17.0261 

- 

GC361 

11/07/97 

9:11 

AM 

MR6P25 

MA-H20 

17 

6632 

5 2 

14.9270 


GC361 

11/07/97 

9:11 

AM 

MR6P25 

MA-H20 

18 

6632 

5 7 

17.7276 

- 

GC361 

11/07/97 

9 :11 

AM 

MR6P25 

MA-H20 

19 

6632 

5 12 

18.9155 

- 

GC361 

11/07/97 

9 :11 

AM 

MR 6 P 2 5 

MA-H20 

20 

6632 

5 18 

16.6275 

- 

GC3 61 

11/07/97 

9 :11 

AM 

MR6P25 

MA-NIC 

1 

Average : 
Std Dev : 

6632 1 2 

17.2688 

0.9579 

2.1487 


GC3 61 

11/06/97 ' 

9:11 

AM 

MR6P25 

MA-NIC 

2 

6632 

1 7 

2.1453 

- 

GC3 61 

11/06/97 

9:11 

AM 

MR6P25 

MA-NIC 

3 

6632 

1 12 

2.0698 

- 

GC3 61 

11/06/97 

9:11 

AM 

MR6P25 

MA-NIC 

4 

6632 

1 18 

2.0640 


GC3 61 

11/06/97 

9 :11 

AM 

MR6P25 

MA-NIC 

5 

6632 

2 2 

2.0479 

- 

GC3 61 

11/06/97 

9:11 

AM 

MR 6 P 2 5 

MA-NIC 

6 

6632 

2 7 

2.0421 

- 

GC3 61 

11/06/97 

9:11 

AM 

MR 6 P 2 5 

MA-NIC 

7 

6632 

2 12 

2.0196 

- 

GC361 

11/06/97 

9:11 

AM 

MR 6 P 2 5 

MA-NIC 

8 

6632 

2 18 

2.1327 

- 

GC3 61 

11/06/97 

9:11 

AM 

MR6P25 

MA-NIC 

9 

6632 

3 7 

2.2228 

- 

GC3 61 

11/06/97 

9:11 

AM 

MR6P25 

MA-NIC 

10 

6632 

3 12 

2.0965 

- 

GC3 61 

11/06/97 

9:11 

AM 

MR6P25 

MA-NIC 

11 

6632 

3 18 

2.1135 

- 

GC3 61 

11/06/97 

9:11 

AM 

MR6P25 

MA-NIC 

12 

6632 

3 2 

2.2020 

- 

361 

11/06/97 

1:11 

PM 

MR6P25 

MA-NIC 

13 

6632 

4 2 

2.1011 

- 

GC3 61 

11/07/97 

9:11 

AM 

MR6P25 

MA-NIC 

14 

6632 

4 7 

2.1017 

- 

GC3 61 

11/07/97 

9:11 

AM 

MR6P25 

MA-NIC 

15 

6632 

4 12 

2.0814 

" 

GC3 61 

11/07/97 

9:11 

AM 

MR6P25 

MA-NIC 

16 

6632 

4 18 

2.1001 

- 

GC361 

11/07/97 

9:11 

AM 

MR6P25 

MA-NIC 

17 

6632 

5 2 

2.0258 

- 

GC3 61 

11/07/97 

9:11 

AM 

MR6P25 

MA-NIC 

18 

6632 

5 7 

2.2266 


GC3 61 

11/07/97 

9:11 

AM 

MR6P25 

MA-NIC 

19 

6632 

5 12 

2.2844 

- 

GC361 

11/07/97 

9:11 

AM 

MR6P25 

MA-NIC 

20 

6632 

5 18 

1.9904 


GC361 

.11/07/97 

9:11 

AM 

MR6P25 

MA-NIC-FLR 

1 

Average : 
Std Dev : 

2.1108 
0.0766 

13.0200 


398 

11/20/97 

1:11 

PM 

Doc-Code: PQ622 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-4 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity. . . . : 


11/20/97 3;29 PM 

MA97-4 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted..: 
Received.. . : 
Completed.. . : 

Approved By: 


CHAMBERS,LIZ 
10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** data HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru Pt 

Data Value Rej 

Apr 

Instr 

Report Date 

MR6P25 

MA-NIC-FLR 

2 



13.0500 

- 

398 

11/20/97 

1:11 PM 

MR6P25 

MA-NIC-FLR 

3 



12.8200 


398 

11/20/97 

1:11 PM 




Average : 

12.9633 








Std 

Dev : 

0.1250 





MR6P25 

MA-PH 

1 



5.4070 

- 

58 

11/11/97 

12:11 PM 

MR6P25 

MA-PH 

2 



5.4500 

- 

58 

11/11/97 

12:11 PM 

MR6P25 

MA-PH 

3 



5.4120 

— 

58 

11/11/97 

12:11 PM 




Average : 

5.4230 








Std 

Dev : 

0.0235 





MR6P25 

MA-PUFF 

1 

6632 

1 2 

11.4600 

- 

58 

11/05/97 

10:11 AM 

MR6P25 

MA-PUFF 

2 

6632 

1 7 

12.0200 


58 

11/05/97 

10:11 AM 

MR6P25 

ma-puff 

3 

6 632 

1 12 

12.3200 

- 

58 

11/05/97 

10:11 AM 

MR6P25 

MA-PUFF 

4 

6632 

1 18 

11.4400 

“ 

58 

11/05/97 

10:11 AM 

MR6P25 

MA-PUFF 

5 

6632 

2 2 

11.1400 

- 

58 

11/05/97 

11:11 AM 

MR6P25 

MA-PUFF 

6 

6632 

2 7 

11.8600 

- 

58 

11/05/97 

11:11 AM 

MP6P25 

MA-PUFF 

7 

6632 

2 12 

11.5400 

- 

58 

11/05/97 

11:11 AM 

MR6P25 

MA-PUFF 

8 

6632 

2 IB 

11.6400 

- 

58 

11/05/97 

11:11 AM 

MR6P25 

MA-PUFF 

9 

6632 

3 2 

11.4600 


58 

11/05/97 

1:11 PM 

MR6P25 

MA-PUFF 

10 

6632 

3 7 

11.5000 

- 

58 

11/05/97 

1:11 PM 

MR6P25 

MA-PUFF 

11 

6632 

3 12 

11.7000 

- 

58 

11/05/97 

1:11 PM 

MR6P25 

MA-PUFF 

12 

6632 

3 18 

11.1600 

- 

58 

11/05/97 

1:11 PM 

MR6P25 

MA-PUFF 

13 

6632 

4 2 

12.0200 

" 

58 

11/06/97 

2:11 PM 

MR6P25 

MA-PUFF 

14 

6632 

4 7 

12.0200 


58 

11/06/97 

2:11 PM 

MR6P25 

MA-PUFF 

15 

6632 

4 12 

11.5200 

- 

58 

11/06/97 

2:11 PM 

MR6P25 

MA-PUFF 

16 

6632 

4 18 

11.3800 

- 

58 

11/06/97 

2:11 PM 

MR6P25 

MA-PUFF 

17 

6632 

5 2 

12.1600 

- 

58 

11/06/97 

2:11 PM 

MR6P25 

MA-PUFF 

18 

6632 

5 7 

11.5400 

- 

58 

11/06/97 

2:11 PM 

MR6P25 

MA-PUFF 

19 

6632 

5 12 

11.5600 


58 

11/06/97 

2:11 PM 

MR6P25 

MA-PUFF 

20 

6632 

5 18 

11.0000 

- 

58 

..11/0 6/97 

2:11 PM 




Average : 

11.6220 








Std 

Dev : 

0.3505 





MR6P25 

MA-TPM 

1 

6632 

1 2 

51.0800 

- 

58 

11/05/97 

10:11 AM 

MR6P25 

MA-TPM 

2 

6632 

1 7 

55.5000 

- 

58 

11/05/97 

10:11 AM 

MR6P25 

MA-TPM 

3 

6632 

1 12 

52.3000 

- 

58 

11/05/97 

10:11 AM 

MR6P25 

MA-TPM 

4 

6632 

1 18 

52.1600 

- 

58 

11/05/97 

10:11 AM 

MR6P25 

MA-TPM 

5 

6632 

2 2 

51.7400 

- 

58 

11/05/97 

11:11 AM 

MR6P25 

MA-TPM 

6 

6632 

2 7 

50.5800 

- 

58 

11/05/97 

11:11 AM 

MR6P25 

MA-TPM 

7 

6632 

2 12 

52.2800 

- 

58 

11/05/97 

11:11 AM 

MR6P25 

MA-TPM 

a 

6632 

2 18 

54.2000 

“ 

58 

11/05/97 

11:11 AM 

MR6P25 

MA-TPM 

9 

6632 

3 2 

49.1000 


58 

11/05/97 

1:11 PM 

MR6P25 

MA-TPM 

10 

6632 

3 7 

51.9600 


58 

11/05/97 

1:11 PM 

MR6P25 

MA-TPM 

11 

6632 

3 12 

51.8200 

- 

58 

11/05/97 

1:11 PM 

MR6P2 5 

MA-TPM 

12 

6632 

3 18 

49.3610 

- 

58 

11/05/97 

1:11 PM 

MR 6 P 2 5 

MA-TPM 

13 

6632 

4 2 

50.9200 

" 

58 

11/06/97 

2:11 PM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter...: E.Chambers/J.Garman Received...: IQ/30/97 

Request Type: inh Completed,.: n/20/97 

Activity....: T00107 Approved By: NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

RU 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


MR6P25 

MA-TPM 

14 

6632 

4 

7 

49.1000 

- 

58 

11/06/97 

2:11 

PM 

MR6P25 

MA-TPM 

15 

6632 

4 

12 

47.6010 


58 

.11/06/97 

2:11 

PM 

MR6P25 

MA-TPM 

16 

6632 

4 

18 

48.2400 

- 

58 

11/06/97 

2:11 

PM 

MR6P25 

MA-TPM 

17 

6632 

5 

2 

45.4800 

“ 

58 

11/06/97 

2:11 

PM 

MR6P25 

MA-TPM 

18 

6632 

5 

7 

50.2000 


58 

11/06/97 

2:11 

PM 

MR6P25 

MA-TPM 

19 

6632 

5 

12 

51.4600 

“ 

58 

11/06/97 

2 :11 

PM 

MR6P25 

MA-TPM 

20 

6632 

5 

18 

47.5400 


58 

11/06/97 

2:11 

PM 




Average : 

50.6311 









Std 

Dev : 

2.3747 






MR6P25 

TIP-LENGTH 

1 




25.0000 

- 

PC398 

11/04/97 

3:11 

PM 

MR6P25 

TIP-LENGTH 

2 




24.8000 


PC398 

11/04/97 

3:11 

PM 

MR6P25 

TIP-LENGTH 

3 




24.9000 

" 

PC398 

11/04/97 

3 :11 

PM 

MR6P25 

TIP-LENGTH 

4 




24.9000 


PC393 

11/04/97 

3:11 

PM 

MR6P2 5 

TIP-LENGTH 

5 




24.8000 

- 

PC398 

11/04/97 

3 :11 

PM 

MR6P2 5 

TIP-LENGTH 

6 




25.0000 

- 

PC398 

11/04/97 

3:11 

PM 

MR6P2 5 

TIP-LENGTH 

7 




24.8000 

- 

PC3 98 

11/04/97 

3:11 

PM 

MR6P25 

TIP-LENGTH 

8 




24.8000 

- 

PC3 98 

11/04/97 

3:11 

PM 

MR6P25 

TIP-LENGTH 

9 




25.2000 

- 

PC3 98 

11/04/97 

3:11 

PM 

MR6P25 

TIP-LENGTH 

10 




24.8000 

“ 

PC398 

11/04/97 

3 : 11 

PM.. 

MR6P25 

TIP-LENGTH 

11 




25.1000 


PC398 

11/04/97 

3 : 11 

PM 

MR6P25 

TIP-LENGTH 

12 




24.7000 

- 

PC398 

11/04/9.7 

3:11 

PM 

MR6P25 

TIP-LENGTH 

13 




25,0000 

- 

PC398 

11/04/97 

3:11 

PM 

MR6P25 

TIP-LENGTH 

14 




25.0000 

" 

PC398 

11/04/97 

3 :11 

PM 

MR6P25 

TIP-LENGTH 

15 




24.8000 


PC398 

11/04/97 

3:11 

PM 

MR6P25 

TIP-LENGTH 

16 




25.2000 

" 

PC398- 

. 11/04/97 

3:11 

PM 

MR6P2 5 

TIP-LENGTH 

17 




24.9000 


PC398 

11/04/97 

3:11 

PM 

MR6P25 

TIP-LENGTH 

18 




24.8000 

- 

PC3 98 

11/04/97 

3:11 

PM 

MR 6 P 2 5 

TIP-LENGTH 

19 




25.0000 

- 

PC398 

11/04/97 

3:11 

PM 

MR6P25 

TIP-LENGTH 

20 




24.8000 

"" 

PC398 

11/04/97 

3:11 

PM 




Average : 

24.9150 









Std 

Dev : 

0.1424 






MR6P25 

MA-TAR 

1 

6632 

2 

2 

32.0517 

- 

n/a 

11/05/97 

11:11 

AM 

MR6P25 

MA-TAR 

2 

6632 

2 

18 

33.5173 


n/a 

11/05/97 

11 j 11 

AM 

MR6P25 

MA-TAR 

3 

6632 

5 

18 

28.9221 

" 

n/a 

11/06/97 

2:11 

PM 

MR6P25 

MA-TAR 

4 

6632 

1 

12 

32.8664 

- 

n/a 

11/05/97 

10 : 11 

AM 

MR6P25 

MA-TAR 

5 

6632 

1 

18 

32.4142 

“ 

n/a 

11/05/97 

10:11 

AM 

MR6P25 

MA-TAR 

6 

6632 

1 

2 

31.6854 

- 

n/a 

11/05/97 

10:11 

AM 

MR6P25 

MA-TAR 

7 

6632 

1 

7 

34.7611 

- 

n/a 

11/05/97 

10:11 

AM 

MR6P25 

MA-TAR 

8 

6632 

4 

18 

29.1138 

- 

n/a 

11/06/97 

2:11 

PM 

MR6P25 

MA-TAR 

9 

6632 

5 

2 

28.5272 


n/a 

11/06/97 

2:11 

PM 

MR6P25 

MA-TAR 

10 

6632 

5 

12 

30.2601 

- 

n/a 

11/06/97 

2:11 

PM 

MR6P25 

MA-TAR 

11 

6632 

4 

2 

30.9062 

- 

n/a 

11/06/97 

2:11 

PM 

MR6P25 

MA-TAR 

12 

6632 

4 

7 

29.9032 

- 

n/a 

11/06/97 

2:11 

PM 

MR6P25 

MA-TAR 

13 

6632 

3 

12 

32.3204 


n/a 

11/05/97 

1:11 

PM 

MR6P25 

MA-TAR 

14 

6632 

3 

18 

31.1707 

- 

n/a 

11/05/97 

1:11 

PM 

MR6P25 

MA-TAR 

15 

6632 

2 

7 

31.7922 


n/a 

11/05/97 

11:11 

AM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-4 Submitted..: 10/30/97 

Submitter...: E.Chambers/J.Garman Received...: 10/30/97 

Request Type: inh Completed,.: 11/20/97 

Activity. .,.: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

8 

Grp 

RU 

Pt 

Data Value 

Rej Apr Instr 

Report Date 


MR6P25 

MA-TAR 

16 

6632 

2 

12 

32.4049 

n/a 

11/05/97 

11:11 

AM 

MR 6 P 2 5 

MA-TAR 

17 

6632 

3 

2 

30.7926 

n/a 

11/05/97 

1:11 

PM 

MR6P25 

MA-TAR 

IS 

6632 

3 

7 

32.1747 

n/a 

11/05/97 

1:11 

PM 

MR6P25 

MA-TAR 

19 

6632 

4 

12 

29.2000 

n/a 

11/06/97 

2:11 

PM 

MR6P25 

MA-TAR 

20 

6632 

5 

7 

30.2458 

n/a 

11/06/97 

2:11 

PM 


Average : 31.2515 

std Dev : 1,6495 
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Philip Morris USA 
Confidential 

CHAMBERS,LIZ 
10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA,COMPLIANCE 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For„Request MA97-4 


Report Date.: 11/20/97 3;29 PM 

Request..,..: MA97-4 
Submitter...: E.Chambers/J.Garman 
Request Type: inh 
Activity....: T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


Samp l e Test # Grp Ru Pt Data Value Rej Apr Instr Report Date 


*********************** 

M O N I 

TOR 

D A 

T A *** 

******************** 


IM#16 

MA-CO 

1 

6632 

1 6 

27.0600 

- 

58 11/05/97 

2:11 PM 

IMff 16 

MA-CO 

2 

6632 

1 8 

28.7100 


58 11/05/97 

2:11 PM 

IMff 16 

MA-CO 

3 

6632 

1 14 

28.7500 

“ 

58 11/05/97 

2:11 PM 

IM#16 

MA-CO 

4 

6632 

1 16 

27.4800 

“ 

58 11/05/97 

2:11 PM 

IMff 16 

MA-CO 

5 

6632 

2 6 

27.6800 


58 11/05/97 

2:11 PM 

IMffl6 

MA-CO 

6 

6632 

2 8 

28.9400 

- 

58 11/05/97 

2:11 PM 

IM#16 

MA-CO 

7 

6632 

2 14 

27.8600 

- 

58 11/05/97 

2:11 PM 

IM#16 

MA-CO 

8 

6632 

2 16 

26.8300 

" 

58 11/05/97 

2:11 PM 

IM# 16 

MA-CO 

9 

6632 

3 6 

27.5300 

- 

58 11/05/97 

2:11 PM 

IMff 16 

MA-CO 

10 

6632 

3 8 

27.1800 

“ 

58 11/05/97 

2:11 PM 

IM# 16 

MA-CO 

11 

6632 

3 14 

27.6700 

- 

58 11/05/97 

3:11 PM 

IM#16 

MA-CO 

12 

6632 

3 16 

27.5300 

- 

58 11/05/97 

3:11 PM 

IM#16 

MA-CO 

13 

6632 

4 6 

0.0000 

r 

58 11/06/97 

2:11 PM 

IM# 16 

MA-CO 

14 

6632 

4 8 

0.0000 

r 

58 11/06/97 

2:11 PM 

IM# 16 

MA-CO 

15 

6632 

4 14 

0.0000 

r 

58 .11/06/97 

2:11 PM 

IM#16 

MA-CO 

16 

6632 

4 16 

0.0000 

r 

58 11/06/97 

2:11 PM 

IMff 16 

MA-CO 

17 

6632 

5 6 

26.9000 

- 

58 J.l/06/97 

2:11 PM 

TMftl 6 

MA-CO 

18 

6632 

5 8 

27.8800 

- 

58 11/06/97 

2:11 PM 

IMffl6 

MA-CO 

19 

6632 

5 14 

27.6800 

- 

58 11/06/97 

2:11 PM 

IMffl6 

MA-CO 

20 

6632 

5 16 

26.5000 

■ 

58 11/06/97 

2:11 PM 




Average ; 

27.6363 







Std 

Dev : 

0.6966 




IM#16 

MA-H20 

1 

6632 

1 6 

14.8319 

- 

GC361 11/06/97 

9:11 AM 

IM#16 

MA-H20 

2 

6632 

1 8 

17,4245 

- 

GC361 11/06/97 

9:11 AM. 

IM# 16 

MA-H20 

3 

6632 

1 14 

17.8697 

- 

GC361 11/06/97 

9:11 AM 

IMff 16 

MA-H20 

4 

6632 

1 16 

13.7443 

- 

GC361 11/06/97 

9:11 AM 

IM# 16 

MA-H20 

5 

6632 

2 6 

14.9499 

- 

GC361 11/06/97 

9:11 AM 

IM# 16 

MA-H20 

6 

6632 

2 8 

17.6046 

- 

GC361 11/06/97 

9:11 AM 

IM#16 

MA-H2Q 

7 

6632 

2 14 

16.5856 

- 

GC361 11/06/97 

9:11 AM 

IM#16 

MA-H20 

8 

6632 

2 16 

15.8903 

- 

GC361 11/06/97 

9:11 AM 

im#16 

MA-H20 

9 

6632 

3 6 

15.4222 

- 

GC361 11/06/97 

9:11 AM 

IM#16 

MA-H20 

10 

6632 

3 8 

14.1867 

- 

GC361. 11/06/97 

9:11 AM 

IM#16 

MA-H20 

11 

6632 

3 14 

15.3722 

- 

GC361 11/06/97 

9:11 AM 

IM#16 

MA-H20 

12 

6632 

3 16 

14.5697 

- 

GC361 11/06/97 

9:11 AM 

IM# 16 

MA-H20 

13 

6632 

4 6 

18.8182 

- 

GC361 11/07/97 

9:11 AM 

IM#16 

MA-H20 

14 

6632 

4 8 

16.3937 

- 

GC361 11/07/97 

9:11 AM 

IM#16 

MA-H20 

15 

6632 

4 14 

14.6917 

- 

GC361 11/07/97 

9:11 AM 

IMff 16 

MA-H20 

16 

6632 

4 16 

17.3050 

- 

GC361 11/07/97 

9:11 AM 

IMttlS 

MA-H20 

17 

6632 

5 6 

16.3901 

- 

GC36L 11/07/97 

9:11 AM 

IMS16 

MA-H20 

18 

6632 

5 8 

17.4952 

- 

GC361 11/07/97 

9:11 AM 

IM#16 

MA-H20 

19 

6632 

5 14 

16.8504 

- 

GC361 11/07/97 

9:11 AM 

IM# 16 

MA-H20 

20 

6632 

5 16 

17.2280 


GC361_11/07/97 

9:11 AM 




Average : 

16.1812 







Std 

Dev : 

1.4057 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-4 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity....: 


11/20/97 3:29 PM 

MA97-4 

E.Chambers/J.Garman 
lnh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 
10/30/97 
10/30/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** data HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr Report Date 


IM#16 

MA-NIC 

1 

6632 

1 

6 

1.8310 


GC361 

11/06/97 

9:11 

AM 

IM#16 

MA-NIC 

2 

6632 

1 

8 

1.9575 


GC3 61 

11/06/97 

9:11 

AM 

IM# 16 

MA-NIC 

3 

6 632 

1 

14 

1.9755 

- 

GC3 61 

11/06/97 

9:11 

AM 

IM # 16 

MA-NIC 

4 

6632 

1 

16 

1.7794 

" 

GC3 61 

11/06/97 

9:11 

AM 

IMtfl6 

MA-NIC 

5 

6632 

2 

6 

1.8840 

- 

GC361 

11/06/97 

9:11 

AM 

IM#16 

MA-NIC 

6 

6632 

2 

8 

2.1130 

- 

GC361 

11/06/97 

9:11 

AM 

IM#16 

MA-NIC 

7 

6632 

2 

14 

2.1016 

... - 

GC361 

11/06/97 

9:11 

AM 

IMtf 16 

MA-NIC 

8 

6632 

2 

16 

1.8230 

- 

GC361 

11/06/97 

9:11 

AM 

IM#16 

MA-NIC 

9 

6632 

3 

6 

1.7902 

- 

GC361 

11/06/97 

9:11 

AM 

IM#16 

MA-NIC 

10 

6632 

3 

8 

1.9403 

- 

GC361 

11/06/97 

9:11 

AM 

IM#16 

MA-NIC 

11 

6632 

3 

14 

1.8941 


GC361 

11/06/97 

9:11 

AM 

IM# 16 

MA-NIC 

12 

6632 

3 

16 

1.9411 

- 

GC361 

11/06/97 

9:11 

AM 

IM#16 

MA-NIC 

13 

6632 

4 

6 

1.9186 

- 

GC361 

11/07/97 

9:11 

AM 

IM#16 

MA-NIC 

14 

6632 

4 

8 

1.9552 

“ 

GC361 

11/07/97 

9:11 

AM 

IM#16 

MA-NIC 

15 

6632 

4 

14 

1.7874 

- 

GC361 

11/07/97 

9:11 

AM 

IM#16 

MA-NIC 

16 

6632 

4 

16 

1.9002 

- 

GC361 

11/07/97 

9:11 

AM 

IM#16 

MA-NIC 

17 

6632 

5 

6 

1.9702 

" 

GC361 

11/07/97 

9:11 

AM 

IM#16 

MA-NIC 

18 

6632 

5 

8 

1.9893 

- 

GC361 

11/07/97 

9:11 

AM 

IM# 16 

MA-NIC 

19 

6632 

5 

14 

1.8704 

- 

GC361 

11/07/97 

9:11 

AM 

IM#16 

MA-NIC 

20 

6632 

5 

16 

2.0183 


GC361 

11/07/97 

9:11 

AM 




Average : 

1.9220 









Std 

Dev : 

0.0946 







IM# 16 

MA-PUFF 

1 

6632 

1 

6 

10.4600 

58 

11/05/97 

10:11 

AM 

IMtf 16 

MA-PUFF 

2 

6632 

1 

8 

11.1000 

58 

11/05/97 

10:11 

AM 

IM#16 

MA-PUFF 

3 

6632 

1 

14 

11.1400 

58 

11/05/97 

10:11 

AM 

IM#16 

MA-PUFF 

4 

6632 

1 

16 

10.4000 

58 

11/05/97 

10:11 

AM 

IM#16 

MA-PUFF 

5 

6632 

2 

6 

10.8800 

58 

11/05/97 

11:11 

AM 

IM#16 

MA-PUFF 

6 

6632 

2 

8 

11.6Q00 

58 

-11/05/97 

11:11 

AM 

IM#16 

MA-PUFF 

7 

6632 

2 

14 

11.4400 

58 

-11/05/97 

11:11 

AM 

IM#16 

MA-PUFF 

8 

6632 

2 

16 

11.0800 

58 

11/05/97 

11:11 

AM 

IM#16 

MA-PUFF 

9 

6632 

3 

6 

10.4400 

58 

.11/05/97 

1:11 

PM 

IM#16 

MA-PUFF 

10 

6632 

3 

8 

10.2600 

58 

11/05/97 

1:11 

PM 

IM#16 

MA-PUFF 

11 

6632 

3 

14 

10.1000 

58 

11/05/97 

1:11 

PM 

IM#16 

MA-PUFF 

12 

6632 

3 

16 

10.4400 

58 

11/05/97 

1:11 

PM 

IM#16 

MA-PUFF 

13 

6632 

4 

6 

10,4800 

58 

11/06/97 

2:11 

PM 

IM# 16 

MA-PUFF 

14 

6632 

4 

8 

10.7200 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-PUFF 

15 

6632 

4 

14 

10.4800 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-PUFF 

16 

6632 

4 

16 

10.7800 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-PUFF 

17 

6632 

5 

6 

10.7200 

58 

11/06/97 

2 :11 

PM 

IM#16 

MA-PUFF 

18 

6632 

5 

8 

10.2000 

58 

11/06/97 

2 :11 

PM 

IM#16 

MA-PUFF 

19 

6632 

5 

14 

10.9200 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-PUFF 

20 

6632 

5 

16 

10.9000 

.. - 58 

11/06/97 

2:11 

PM 




Average : 

10.7270 








Std 

Dev : 

0.4073 





:-Code: P0622 
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28 of 

29 
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Source: https://www.industrydocuments.ucsf.edu/docs/lpdl0001 












rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-4 Confidential 

Report Date.: 11/20/97 3:29 PM Reported By: CHAMBERS,LIZ 

Request .: MA97-4 Submitted. .: 1Q/3Q/97 

Submitter.,.; E.Chambers/J.Garman Received...: 10/30/97 

Request Type: inh Completed..: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

It 

Grp 

RU Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


IM# 16 

MA-TPM 

1 

6632 

1 6 

46.5200 


58 

11/05/97 

10 : 11 

AM 

TM#16 

MA-TPM 

2 

6632 

1 8 

51.2600 

- 

58 

11/05/97 

10:11 

AM 

IMK16 

MA-TPM 

3 

6632 

1 14 

52.7400 


58 

11/05/97 

10 : 11 

AM 

iMttie 

MA-TPM 

4 

6632 

1 16 

45.1200 

" 

58 

11/05/97 

10 : 11 

AM 

IM#16 

MA-TPM 

5 

6632 

2 6 

47.1400 

- 

58 

11/05/97 

11:11 

AM 

IMff 16 

MA-TPM 

6 

6632 

2 8 

51.9200 

- 

58 

11/05/97 

11 : 11 

AM 

IM#16 

MA-TPM 

7 

6632 

2 14 

50.4800 

" 

58 

11/05/97 

11:11 

AM 

IM#16 

MA-TPM 

8 

6632 

2 16 

48.3200 

“ 

58 

11/05/97 

11:11 

AM 

IM#16 

MA-TPM 

9 

6632 

3 6 

46.9200 


58 

11/05/97 

1:11 

PM 

IMS 16 

MA-TPM 

10 

6632 

3 8 

45.6200 


58 

11/05/97 

1:11 

PM 

IM#16 

MA-TPM 

11 

6632 

3 14 

46.6200 


58 

11/05/97 

1:11 

PM 

IM# 16 

MA-TPM 

12 

6632 

3 16 

45.8000 


58 

11/05/97 

1:11 

PM 

IM#16 

MA-TPM 

13 

6632 

4 6 

51.4210 


58 

11/06/97 

2 :11 

PM 

IM#16 

MA-TPM 

14 

6632 

4 8 

46.9800 

“ 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-TPM 

15 

6632 

4 14 

44.2000 

- 

58 

11/06/97 

2 :11 

PM 

IM#16 

MA-TPM 

16 

6632 

4 16 

49.0600 

" 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-TPM 

17 

6632 

5 6 

48.6400 

- 

58 

11/06/97 

2 :11 

PM 

IM#16 

^IA-TPM 

18 

6632 

5 8 

49.0600 

" 

58 

11/06/97 

2 :11 

PM 

IM#16 

llA-TPM 

19 

6632 

5 14 

49.2200 

- 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-TPM 

20 

6632 

5 16 

49,5000 

_ 

58 

11/06/97 

2:11 

PM 




Average : 

48.3271 









Std 

Dev : 

2.4165 






IM#16 

MA-TAR 

1 

6632 

1 6 

29.8571 

- 

58 

11/05/97 

10:11 

AM 

IM# 16 

MA-TAR 

2 

6632 

1 8 

31.8780 

- 

58 

11/05/97 

10:11 

AM 

IM#16 

MA-TAR 

3 

6632 

1 14 

32.8948 

- 

58 

11/05/97 

10:11 

AM 

IM# 16 

MA-TAR 

4 

6632 

1 16 

29.5963 

- 

58 

J.l/05/97 

10:11 

AM 

im#16 

MA-TAR 

5 

6632 

2 6 

30.3061 

“ 

58 

11/05/97 

11:11 

AM 

IM# 16 

MA-TAR 

6 

6632 

2 8 

32.2024 

- 

58 

11/05/97 

11:11 

AM 

IM#16 

MA-TAR 

7 

6632 

2 14 

31.7928 

- 

58 

11/05/97 

11:11 

AM 

IM#16 

MA-TAR 

8 

6632 

2 16 

30.6067 

“ 

58 

11/05/97 

11:11 

AM 

IM#16 

MA-TAR 

9 

6632 

3 6 

29.7076 

- 

58 

11/05/97 

1:11 

PM 

IM#16 

MA-TAR 

10 

6632 

3 8 

29.4930 

- 

58 

11/05/97 

1:11 

PM 

IM# 16 

MA-TAR 

11 

6632 

3 14 

29.3537 

- 

58 

.11/05/97 

1:11 

PM 

IM# 16 

MA-TAR 

12 

6632 

3 16 

29.2892 

- 

58 

11/05/97 

1:11 

PM 

IM#16 

MA-TAR 

13 

6632 

4 6 

30.6842 

- 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-TAR 

14 

6632 

4 8 

28.6311 

- 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-TAR 

15 

6632 

4 14 

27.7209 


58 

11/06/97 

2:11 

PM 

IM#16 

MA-TAR 

16 

6632 

4 16 

29.8548 


58 

11/Q6/97 

2 :11 

PM 

IM#16 

MA-TAR 

17 

6632 

5 6 

30.2797 

- 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-TAR 

18 

6632 

5 8 

29.5755 


58 

11/06/97 

2:11 

PM 

IM#16 

MA-TAR 

19 

6632 

5 14 

30.4992 

- 

58 

11/06/97 

2:11 

PM 

IM#16 

MA-TAR 

20 

6632 

5 16 

30.2537 

“ 

58 

11/06/97 

2:11 

PM 




Average : 

30.2238 









Std 

Dev : 

1.2356 






Doc-Code: P0 622 
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PM3000396992 

Source: https://www.industrydocuments.ucsf.edu/docs/lpdl0001 













END 


MONITOR 


DATA 


****************** 


Notations: 

MR6M - MARLBORO MENTHOL KS 20'S £SP) 

MR6P25 - MARLBORO KS SOFT PACK 25'S 
ML6P25 - MARLBORO LIGHTS KS SOFT PACK 25'S 
ML6M - MARLBORO LIGHTS MENTHOL KS 20'S (SP) 


cc: REQUESTOR ONLY 


PM3000396993 


Source: https://www.industrydocuments.ucsf.edu/docs/lpdl0001 







